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SATURDAY, JUNE 22, 1861. 


TWO SHEETS AND } TENPENCE 


COLOURER SUPPLEMENT 








ITALY UNDER BEREAVEMENT. 
THE friends of Italy in all parts of Europe, and nowhere more 
than in this country, have watched with intense solicitude for 
the effect which the death of Count Cavour might produce upon 
the spirit of the new-born nation. The blow which smote down 
the architect of Italian freedom, unity, and independence, and 
hurled into his grave the greatest statesman of modern times 
just when he seemed about to crown the magnificent work of his 
life, was one under which any people, however disciplined, 
might well have been expected to siagger. It was fearfully 
sudden ; it fell precisely where it would be most severely felt, 
and at a moment when the Italians were least prepared to bear 
up under so crushing a calamity, The man who in her 
darkest and bitterest hour had conceived the sublime idea 
of evolving out of the chaos of provincial jealousies and 
local animosities a Kingdom of Italy, “one and indivisible,” 
whose far-seeing and profound sagacity, taking advantage 
of every political opportunity, and weaving into his plan 
every favouring event, had gradually impressed that idea 
upon the will of hitherto discordant sections, whose subtle but 
comprehensive policy had made it practicable, not to say de- 
sirable, in the judgmer:t of the foremost Governments of Europe, 
and who, hard pressed by difficulties which appeared to most 
men insurmountable, and beset on every hand by intrigues and 
perplexities which it seemed an utterly hopeless task to baffle, 
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carried on his great work until it was all but completed, and 
was believed to have matured in his mind the process by which 
the last remaining obstacles would have been overcome—the 
one man in Italy who combined with the glowing heart of a 
patriot the cool head of a statesman, and who had contrived to 
establish over his countrymen an influence so extended and 
irresistible that he could sway them as he pleased, sickens under 
the pressure of his labours and anxieties, resigns himself to the 
barbarous medical practice of the country, andis no more, The 
telegram which flashed to every Court and Exchange of Europe the 
startling tidings, “ Count Cavour is dead,” was in every province 
and city of Italy as a thunderbolt from a cloudless sky. The 
people were stunned by it, for it was as though they had wit- 
nessed the crash of their dearest hopes, the sadden downfal of 
their lately-recovered nationality, Then went up to Heaven in 
response a wail of agony—a convulsive sob of distress from the 
depth of Italy’s soul. But the tempest of affliction passed away 
like a stormy night ; and solemnly, religiously, the whole people, 
lifting up their bruised heart to the Ruler of Nations, calmly 
and majestically resolved that Cavour’s spirit should still guide 
them, and Cavour's enterprise should be crowned with success, 
The confidence which the friends of Italy have cherished 
that her future eareer would be one of true national glory has 
been renewed and strengthened by her demeanour under her 





unspeakable loss, The first natural outburst of grief having 














spent itself, she calmly turns from what is irreparable to what 
is still left within her own power, With a moral dignity which, 
beyond any former demonstration of her character and purpose, 
indicates her fitness to take her place beside the most advanced 
and powerful of the nations of Europe, she refuses to give place 
to the thought that her destiny is bound up with the fate of any 
individual, however great, and she feels that within herself 
dwells the force which will suffice to put aside all impediments 
to her progress, Thrown suddenly upon her own resousees, she 
recognises her position without dismay. “ Italy cannot perish,” 
said Cavour on his deathbed, and his countrymen have already 
responded, “ Italy shall not perish!" And to this,sentiment the 
Italians have given utterance in no braggart tones, It is em- 
bodied in their acts still more than in their words, They have 
manfully taken up the work just where it was broken off by the 
lamentable decease of Count Cavour, Their Sovereign, true to 
his noble mission, has summoned to his council the ablest 
patriots he could find, and their Parliament gather round the 
new Cabinet determined to support the men in whom the King 
has confidence, The policy of the departed statesman ig to be 
the policy of his successors, and all parties for the present evince 
an anxiety to support it. The clamours of faction are hushed— 
provincial-jealousies disappear at the stern behest of national 
obligation—every one hastens to sacrifice what might have the 
effect of raising or fomenting discord. Faith in themselves, 
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faith in the destiny of the kingdom of Italy, faith in the possi- 
bility, nay, the certainty, of surmounting all ing diffi- 
culties, has taken the place of faith in the all-conquer 

of Cayour, and Courage and Patience have been 
armourbearers to that faith, A people who can thus the 
heaviest national calamity to profitable account are not only 
capable of a splendid future, but will assuredly achieve it, 

The world looks with pleased surprise at the new aspects of 
noble character which successive events have brought out into 
prominent relief as belonging to the Italian people. Forsome 
centuries past they have been so divided and tyrannised over that 
few, perhaps, suspected them of possessing, much less of possess- 
ing in such rich abundance, the essential elements of national 
greatness. The truth is, we never know what either an individual 
or arace is capable of so long as hope is extinct in the heart. 
Tt comes out now that modern Italy has not wholly lost the 
inheritance which was bequeathed her by ancient Rome. Her 
bosom still heaves with the proud consciousness that she is 
descended from a noble ancestry. Through all her miserable 
medieval discords and all her recent suffering and humiliation 
she has retained a secret satisfaction in the historic name that 
she bears, The remembrance of what her progenitors were and 
achieved has been as salt to preserve her from utter demoralisa- 
tion and corruption, and has transmitted from sire to son 
through many generations a high-souled ambition to elevate the 
future to a level with the glorious past. No one can compute 
the worth of such an historical inheritance. No one can tell 
through how many ages or in how many ways it will exercise an 
ennobling influence upon character. When suitable circum- 
stances occur the world sees that the ancient and modern repre- 
sentatives of the same race have been cast in one and the same 
mould, having the same normal capabilities, the same special 
characteristics, the same typal forms of virtue, the saine radiments 
of national vigour and fame, It is astonishing how late 
events have resuscitated in modern Italy the intellectual and 
moral traits which made ancient Rome so powerful and famous ; 
and never was the relationship of the one to the other more 
conspicuous than it has been rendered within the last few days 
by Italy under bereavement, 

It should be borne in mind, moreover, that Count Cavour, 
when he aspired to elevate his countrymen into a great people, 
set about his enterprise in true workmanlike fashion. He 
inoculated Piedmont with the vital germs of political progress, 
He introduced into the small kingdom of Sardinia an insti- 
tutional and: administrative policy which, by fitting the Pied- 
montese for a serious struggle with external foes, attracted 
attention from, and kindled hope in, other Italian provinces, By 
disciplining Victor Emmanuel’s subjects in the responsibilities 
of Parliamentary government, by releasing the public press 
from unworthy restrictions, by grappling firmly with eccle- 
siastical abuses, by organising a liberal system of popular 
education, by effecting judicious reforms in the old and 
barbarous processes of agriculture, by establishing com- 
mercial freedom, and by proclaiming, and, as far as 
possible, enforcing, liberty of conscience, Count Cavour sought 
to nourish and develop in the Piedmontese those political 
qualities which would prepare them to take the lead in the 
emancipation of Italy from Austrian despotism. Whilst, on the 
one hand, he was engaged in liberating both their personal and 
material interests from the bonds which hampered and crippled 
them, he encouraged General Marmora, on the other, to perfect 
at any cost the organisation and discipline of the Sardinian 
forces, Then, at the outbreak of the Russian War, with masterly 
sagacity he joined the allies, gave serious occupation to the 
military and naval armaments of his Royal master, enabled them 
to acquire steadiness in action, self-reliance, and prestige, and, 
having by his service entitled himself to be present at the 
Congress at Paris, he seized the opportunity for exposing to the 
diplomatists of Europe the wrongs and wants of Italy. To his 
patient pursuit of the object he had at heart, and to the wise 
preparation he made for its ultimate accomplishment, must be 
attributed in a great measure the calm, unexcited statesman- 


like manner in which Italy has wrestled with the difficulties and | 


perils with which the peace of Villafranca two years ago, and 
now the premature death of Count Cavour, environed her. She 
is self-possessed because that lamented statesman has taught her 
the secret of her strength. She knows now of what she is 
capable, She feels how entirely her destiny is in her own hands. 
She has risen to a consciousness of her national dignity, and 
hence not even her recent bereavement, the severest trial she 
has yet undergone, has been able to make her falter in her pur- 
pose, or “bate one jot of heart or hope” as to her ultimate 
realisation of it. 

“ Fortune favours the brave.” When nations do justice to 
themselves, they usually obtain justice from others, The surest 
way to gain respect from those around us is to nourish and 
display habitual self-respect, While we write we hear that 
France is on the eve of recognising the de facto kingdom of 
Italy, necessarily a not very distant precursor of the withdrawal 
of the French army of occupation from Rome. The decease of 
Count Cavour furthers rather than impedes the consummation 
of Italy's hopes, Napoleon II. relied upon his influence for 
curbing the revolution. Deprived of this resource, the Emperor 
sees the wisdom of dropping his intrigues and frankly accepting 
what there is no remaining chance of substantially modifying 
or of finally evading. He has himself done much for Italy ; 
he must now allow Italy to do the rest for herself. A constitu- 
tional kingdom on the other side of the Alps is less objection- 
able to the Emperor than a rampant revolutionary spirit through- 
out Europe. And so it is coming to pass that in the darkest 
depths of her affliction Italy, possessing her soul in patience, 
finds the object of her desire, 


The Hon, James Walker, C.B., is promoted from being Liente- 
sont Sovemnes <f Suiniéed to bo Covener of Beliih Gulens, vio pir. 





EMBARKATION OF NEW YORK ZOUAVES FOR FORT 
MONROE. 


Unpber the heading of “ Departure of the Advanced Guard” the New 
York ag Tribune thus describes the shipment of the 5th Regiment 
of New York Zouaves, whose march through Broadway forms the 
yoy of our Special Artist’s Illustration on the p ing page :— 
? 5th Regiment New York Volunteers, Colonel! Abraham Daryea, 
left. their to ey at Fort Schuyler at one o'clock yesterday 
(sy 23), embarked on three tugs, and arrived at the foot of East 

‘teenth-street at four o’clock. The baggage and tents of the Zouaves 
occupied a fourth tug. On disembarking the regiment proceeded to 
Fourteenth-street, thence down Broadway to the City Hall, where they 
were reviewed. A number of ladies and gentlemen occupied the 
balcony. After going through a parade-drill the Zouaves marched up 
Broadway, through White and North Moore streets, to the pier, where 
the Alabama lay awaiting their arrival to convey them to Fort Monro. 
The march through pore, bens was an ovation, the splendid appearance 
of the men eliciting the most enthusiastic cheers and other demoa- 
strations of satisfaction from the multitude that lined the side walks 
and filled the windows along the route. All concurred in the opinion 
that the Advance Guard is one of the finest regiments that have left 
a ae oe ody oS, ‘iay bela ent of the Posy ain teat of 

men indica yh 5 nae ir complexi and the 
steady martial tramp gave evidence of long and careful drills, Before 
reaching the dock the regiment halted, unfixed bayonets, and made 
preparations for an unobstructed embarkation, which took place without 
confusion and in a very short space of time.” 








FOREIGN AND COLONIAL NEWS, 
FRANCE, 

The Emperor will leave Fontainebleau on July 1 for Vichy, whither 
the Marquis de Lavalette, the Duc de Grammont, M. Barrot, and M, 
Latour will also proceed. Count Walewski and the Countess, as well 
as Prince Czartoryski and the Prince and Princess de Metternich, are 
at present on a visit to the Emperor and Empress, 

The Session of the Corps pe has been prolonged to the 27th 
inst., and that body has passed the new law on the press, the different 
amendments proposed by M. Jules Favre and other members of the 
Opposition having been defeated by the Government. 

t is now re; das certain that the Emperor intends to acknow- 
ledge the new kingdom of Italy. 

The funeral service in honour of the late Count Cavour was cele- 
brated on Monday in the Church of the Madeleine, Paris. A great con- 
course of people thronged the church, among whom were many men of 
eminence. 

Blanqui was tried yesterday week at Paris on a charge of belonging 
toa am society. dhe Court found him guilty, and Sietupned hon 
to four years’ imprisonment. Three of his accomplices, one of whom 
was a woman, were sentenced to from one year to six months’ impri- 
sonment, 

The Duc de Broglie has avowed himself the author of the pamphlet, 
“ Vues sur le Gouvernement,” ordered to be seized by M. de Persigny, 
and has commenced an action for the restoration of the copies taken 
and damaged, The Government has replied tothe civil action brought 
by the Duke by a prosecution against the noble author before the 
Correctional Police, 

‘ALY. 


IT. ° 

The Opinione of Turin announces that diplomatic relations between 
France and Italy will shortly be resumed, 

The Italian Parliament wil continue its sittings through the month 
of July. General Cialdini has taken the oaths and his seat as member, 

The Pope has again been taken ill. This time it was an attack of 
erysipelas, Some popular demonstrations have again taken place in 
one of the Roman theatres, which :ang the other night to the cry of 
“ Long live Victor Emmanuel !” 

The towns of Sanmarco and Bignano have risen in insurrection, and, 
among other atrocities, burned alive four Piedmontese, Speedy retri- 
bution has, however, been inflicted on the rebels, The Italian troops 
have taken both towns by assault, shot twenty of the chief offenders, 
set fire to the houses, and deported the inhabitants into the neigh- 


bouring villages, 
AUSTRIA. 


The Hungarian Chamber of Deputies have agreed to the Address to 
the Emperor proposed by M. Deak, and sent it to the Upper House, 
where the discussion is proceeding with much calmness, 

The Emperor has promised to grant an amnesty to those persons 
convicted of political crimes in Bohemia who shall request his 
Majesty’s pardon, 

A third attempt to elect members in the district of Fiume to the 
Croatian Diet has completely failed. Not a single elector was present. 

An ordinance was issued last Saturday for the resumption of the 
payment in specie of the interest on the nati loan. 

PRUSSIA, 

On Wednesday week the King celebrated the anniversary of his 
wedding-day by laying the first stone of a new “ Rathhaus’ or Town- 
hall at Berlin. 

The National Zeitung says that the Queen would leave Berlin on 
Monday for Coblentz, Weimer, and then for Baden, where she will 


were preparing to take their departure for London, 
RUSSIA, 


The Emperor has appointed Prince Alexander Gortachakoff, Minister | 


of Foreign Affairs, and brother of General Gortschakoff, who died 
recently at Warsaw, President of the Commission intrusted with 
drawing up the new laws forthe kingdom of Poland, The commission 
will meet on the 1st of July next at Moscow, and will remain there 
until its labours are terminated, The last accounts from Poland are 
more favourable than any received for some time past. The statutes 
of the future Council of State—said to make satisfac concessions 
to the country—were published at Warsaw on W y, and the 


publication was followed by the withdrawal of the military from the | 


streets and squares, and the reopening of the Ressource Club and the 
theatres. Prince Waldemar Czetwert has 
to the fortress of Modlin, Count eiwicz has been suspended 


‘yszk 
from his functions of Marshal of the Nobility of Wilna, and the | 


Countess, his wife, exiled for having made a collection for the purpose 
of giving an Easter banquet to the working e 

The Northern Bee of oe says:—“ Up to the end of May 
last insurrections of zants had taken place in 141 villages of 
Podolia, containing dheguther a population of 71,000, These dis- 
turbaxces arose from a wrong interpretation of the Imperial ordinances, 
Order has now been re-established.’ 


AUSTRALIA, 

We have intelligence from Melbourne to April 25, The Parliament 
of Victoria had voted £79,000 for immigration for the present year. 
A bill had been introduced for the better administration of law on the 
gold-fields. Ministers = omen ne S a bill for ee aid probed 7 
export duty on gold; but a du’ 8. per ounce y b 
fixed. Mey r-General Pratt ol baie thanked by Parliament for his 
services in New 

Sydney advices are to April 24. Sir J. Young arrived at Sydney on 
March 28, and formally assumed the iment on the following day, 
The Assembly was getting on rapidly with its business, and had passed 
the land bills. An had been voted in the Assembly for £50,000 
for assisting immigration. 

From South ‘Avstealia the intelligence is very favourable, The 
Legislative Session was opened on April 26, when the Governor con- 
gratulated it on the favourable the development of the mineral 
wealth of the colony, and the condition of all its natural 
interests, The winter season 


calls 
set out on April 20, 


comment. Dr, G 
attention is being directed to cotton- 


and in the latter colony 
growing, = 





been arrested and sent | 





THE CIVIL WAR IN AMERICA, 


‘The midweek mail not having arrived at the time we wen’ to pres} 
with our country edition, our intelligence from New York is no later 
than to the 5th instant. 


BELLIGERENT OPERATIONS ON SEA AND LAND. 

On sea a United States’ ship of war sealed wp Mobile on the 27th 
ult., and the blockading squadron at New Orleans has captured sever+] 
merchant vessels owned in the South, including a ba-que fron Rio 
Janeiro with 120,000 dollars’ worth of coffee. 

On the Potomac River the en it between two armed vesse’s of 
the United States and a land Patte of the Confederates at Acquia 

reck was resumed on the Ist inst, The land batteries were silenced 
with the exception of one rifled cannon, The flotilla had only one 
man wounded, The loss of the enemy is unknown; but several dead 
and wounded were seen to be removed from the batteries, 

— Confederate forces still occupy Harper’s Ferry and Manassas 

ap Junction, At the former station they are suffering from smallpox 
and diarrhoea, No further advance has been made in the direction of 
Norfolk by General Butler. Many of his late reinforcem n‘3 are 
destitute of arms, and his Commissariat is very badly served. Hence 
his troops have taken to f for themselves, and much damage 
has been done to private the neighbourhood of Fort Monroe. 

The most important movement of the Federal forces since our last 
ae has been the advance of General M‘Lellan in North- 


—* 

an iron hand any attem 
On the night of the 2nd inst., during a 
forward two regiments from Grafton to Philip; 
Barbour County, twenty miles south of Grafton, and surprised a camp 
of Confederates there, 200 strong. The enemy were routed with a loss 
of fifteen killed and a large amount of ammunition, horses, cam 
equipage, &c. The Federals were continuing the pursuit, he only 
casualty on the part of the latter was the wounding, but not mortaily, 
of Colonel Kelly, of the 1st Me a og Volunteers. The Ohio regi- 
Viewini ~ received enthusiastically by the people of trans-Alleghanian 

The only adventure of the Federal army in the centre of Virginia 
has been aforay of cavalry into Fairfax Courthouse, They retired vith 
a loss of six men. Hearing that two of the captured were to be hanged 
by the Confederates, the Federalists made enother charge into the town 
and rescued their comrades, 


THE CONFEDERATE STATES, 
President Davis, accompanied by Secretary Toombs, Colonel Wi 
and Mr, Todd, brother of Mrs, ident Lincoln (who is aa 
ree on Sunday, the 
f Virginia. Mr. Davis, 


ae oe 


Loud were then made for Toombs and Wigfall, who 
were compelled to humour the crowd with 5 es. On arriving at 
Richmond the Southern President was treated to a public reception, 
and in a short, warlike speech complimented his hearers by assuring 
them they were “the last, best hope of liberty.” 

The new low tariff of the Conf has been published. Although 
while the blockade lasts it isa nullity, it may be interesting to note 
what terms the new Government offers to European commerce, 
Articles of European manufacture are admitted at a du’ 
cent ad valorem, Books and magizines at 10 per cent, i 
lower than the “ Morrill ” tariff which now prevails in the United States, 

The price of provisions and clothing continues to rise, At Richmond 
the clothing stores are exhausted of their stocks, and must henceforth 
rely on the small domestic factories, which cannot nearly supply the 
demand. Paper is ing so scarce that Southern ne 3 are 
being curtailed in size, and will soon have to stop al unless 
a home manufacture of paper can be forthwith Coin is so 
—- that _ Lid og ag ree the case of a New — 
gentleman who, wanting or travellin was obli 
to give therefore, in addition to his duncclintenel agua of 10, 
dols. worth of the new Confederate 

General Beauregard has gone to Tennessee to 
Memphis, and attend to the defence of the lower 

THE NEUTRAL STATES, 

Roger B. Taney, of Maryland, Chief Justice of the Supreme Court 
of the United States, has decided in the case of Merriman that the 
President has no er to suspend the writ of habeas corpus, much 
less to delegate that power to any military officer. The judgment, 
which is both long and important, concludes thus :— 

I can only say that, if the authority which the Constitution has confided to 
the Judiciary Department and judicial officers may thus, upon any pretext 
and under any circumstances, be usurped by the military power at its discre- 
tion, the people of the United States are no longer living under a Government 
of laws, but every citizen holds life, liberty, and property at the will and 
me of the army-officer in whose military district he may happen to be 
ound. In such a case my duty was too plain to be mistaken. I have exer- 
cised all the power which the Constitution and laws confer on me, but that 
power has been resisted by a force too strong for me to overcome, I shall order 


station. 


on e the forces at 
ppl. 


| all the proceedings in this case, with my opinion, to be filed and recorded, and 
. ‘ ; di ¥ smit Y Pres tates, 
pass several weeks; and adds that the Crown Prince and Princess | direct the clerk to transmit a copy to the President of the United States, It 


will then remain for that high officer, in fulfilment of his constitational 


| obligation, to take care that the laws be faithfully executed, to determine what 


measures he will take to cause the civil process of the United States to be 
respected and enforced. 

The Northern journals are indignant at this decision, denounce the 
Chief Justice as a traitor, and call upon the President to disregard the 
judgment of the Court. 

As large quantities of provisions were moving southward along the 
Kentucky railroads, the people of the North-west will allow no more 
to be sent into Kentucky than are sufficient for her domestic wants. 

In Missouri General Harney has been replaced in the command of 
the Federal forces in that State by General Lyon, a thorough-going 
anti: Secessionist, 

THE NORTHERN STATES, 

Senator Douglas, of Llinois, the leader of the Northern Democrats, 
died in Chicago on the 3rd inst. He had but just completed his* forty- 
eighth year. His death at this juncture is much deplored by the 
Northerners of all parties, and has called forth many manifestations of 
public mourning. 

The New York 7th Regiment returned to that city on the Ist inst. 
The Highland Guard left for Washington on the following day. The 
British legion has been broken up by the authorities of the State of 
New York, and its best-drilled companies incorporated with the 30th 
a This step was taken in consequence of the anti-British 
fi = in New York, roused by the tone of the English journals 
and English statesmen. 

Many of the Northern States are in the money market for loans for 


war paper. : ; 
The New York Tribune is an honourable exception to the mass of 
its contemporaries in refusing to indulge in foolish and wicked tirades 
against England. In its issue of the 4th inst, it says :— 
The tone of the debate in the House of Lords, and of European official 
utterances generally, is marked by eminent dignity, moderation, and anxiety 
ive no just cause of offence to our Government and . Has this 
tain amicable relations with us been fairly met on this 
In many quarters a di ition to take 
offence at trifles and aggravate slight differences into causes of serious quarrel 
has been manifested. . . . The doctrine that a Government in fact is to 
be regarded as a Government of right is emphatically of American origin. 
Up tothis year we have steadfastly comansntel and to it. Wecannot 
creditably repudiate it at the very first instance in which it is brought to bear 
on ourselves. 
The Tribune defends Lord John Russell, and admits that had the 
Irish people driven out the British Government from Ireland, and 
organised an independent Government, the Irish would have been at 
once recognised by the Government and of the United States, 
not merely as ta, but as an t nation, 
The Queen has 
Majesty's Vice-Consul at Abbeokuta. Her M 
Edward Leavenworth as Consul at , New Wi 
States of America ; and of the J 
Coneul at Liverpool for the Republic of Venezuela, 


appointed Thomas CO. Taylor, Esq., to be her 
jesty has 


ot Mr. 
for the United 
Las Casas as 
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LATEST NEWS FROM ABROAD. 

The following telegrams were received at Mr, Reuter’s office 
yesterday (Friday) :— 

ITaLy.—Turin, June 20.—The Opinione of to-day announces 
that the note from the French Government upon the recognition of 
the kingdom of Italy arrived y at Turin, and that it will be 
published when the reply of the Italian Government shall have reached 
the Emperor, 


having been approved by the Emperor. 

The Imperial decrees Tor regulating the election of members to th 
a and municipal councils have also been published. 
Gochoral laws contained thevain exe conceived ta 0 Mbersl apicth, 

Civiz War In AMERICA.—New York, June 8,—(Per the 


Edinburgh via Queenstown.)—The Confederate are to 
be advancing on Cairo. Secession prisoners at t 
have been released. “officers of 0 a een ee 
Susquehanna resigned commissions on Boston. 
my ps Unterustiess have oftaneed So wis so aa Aeros 
cen gland’s in present crisis general 
topic’ of discussion in iP einen The impression that 
Southern privateers will be ports, 











COUNTRY NEWS, 


EXTRAORDINARY FORGERIES AT MANCHESTER. 
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obedient servant, EDWARD WILLIAMSON.” 
The whole of this letter was from the beginning to the end a piece of fiction, 


the above outline of the case, 
adjourned, 
he frauds altogether are said to amount to between £30,000 and £40,009. 





The fifth annual meeting of the National Association for the 
Promotion of Social Science is to be held at Dublin in August next, lasting 
from the 14th to the 2let. 


The annual distribution of medals, cadetships, and other prizes, 
took place at the Royal Naval School, ew Cross, on , bef 
concourse of visitors, many old scholars being amongst the number. The 
President, Admiral Bowles, C.B., was in the chair. 

At Elgin, on Wednesday week, a child of about eight years of 
age was killed by a sunstroke; and week a woman, Jane Eckley, 
aged a Commercial-road is to have complained of a 

adden pain in head, and died before she be taken to the hospital. 


is suspected to have been committed one Ji Carl 

workman, lately in London in search of t, some to 
him ing been found in the house. One of them wasa letter to 
Malle. jay ee See ty FS = ing called upon by the 
writer, ing passage am! 

of which he did not avail himeelf. Two Germans ha‘ 

Chichester icion. A reward of £100 is offered ent, an 
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OUR COLOURED SUPPLEMENT. 


jects, peculiarly a riate to the present season, 
1, From the fe P 


is the year for fairs, and strolling-players of all 
The reader or a company of this peripatetic 
family taking some seasonable 
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3, Mr, Harrison Weir’s embodiment of the “ Voice of the 
Night” is an elegant tide onal No one understands bird-life 


THE VOICE OF THE NIGHT. 
Hush! hese pom Sous nie Ot aied nigh 


As with night’s gentle it wantons 
$0 ts iene th gon Olle tee 
Come, let us draw nearer and hear his 


From yen rose-tangled his evening retreat. 
Yet far sweeter his note and beams softer his eye 
When he turns to his mate, on their nest sit’ nigh. 








CHURCH AND UNIVERSITIES. 
The church of Bridstow, near Ross, having been rebuilt on 
an enlarged scale, with the exception of the tower, was reopened Tuesday week. 
the Clifton union workhouse was 
coneecrated by the Bishop of Gloucester and Bristol on week, 


The Rev. Professor Ellicott has ted the vacant dean: 
of Exeter in consequence of an invitation from Premier to reconsider 
determination to decline. 


the noth 


The Bishop of Gloucester and Bristol has refused to preach at 
of Bristol 


the on the ground, it is said, he had 
declined to part in the movement for its restoration when set 
on foot. The cathedral will be reopened on the 27th inst. 

A friend to having volunteered £100 towards the 


connection with U; immediate 


steps are about being taken to carry out We 
aes ae —- the Old vy. the eee te en ee 

, take place on Tuesday, 2 esday, 
the of August. The supper in te hl xed forthe Ze The Rev. R. 
Roy, of Lene Reed ath, will receive communications from either 
players or non- 


The 160th anniversary of the Society for the Propagation of 
the Gospel in Foreign Parts was celebrated in St. Paul’s Cathedral on Wed- 
The Bishop of Ripon preached from Psalm Ixxii. 17, and afterwards 
allelujah Chorus was sung. There was a large congregation. The Arch- 
of York and the Bishops of London, Durham, Oxford, Lichfield, Lincoln, 
Labuan, Down and Connor, and others were 


Commons, chief members of the Corporation, and many other 
— of rank and station at dinner at the Mansion House, which was served 
the Egyptian Hall, The Archbishop of Canterbury was unable to be present. 


PREFERMENTS AND APPOINTMENTS,—The Rev, W. J. Clarke, 


Perpetual oT . R. 
The Rev. T. i y Trinity, on ; 
Wi ; Rev. J. 8. Percival to Laverstoke, near Whit- 
to North Muskham, Notts; Rev. J. E. Wilson 
—Guardian. 


CoNnvVocATION.—On Tuesday both Houses of Convocation of 
the dispatch of 


ved by the Bishop of 
did not pow hg ged wey dy appoint 
& committee to consider su and a message to effect was sent 
down to the Lower House. Their ps then preceeded to discuss certuin 
amendments proposed the Lower House in reference to the 29th canon. 
The Lower House was during the morning in a Jiscussion on a report 
drawn up by Archdeacon and 
committee on the subject of “ Essays and Reviews.”——On 
Upper House was with —- on 


endowments of the poorer a com- 
mittee to establish a weekly for the general purposes of the Church. 
A deputation from the Lower House brought up the report of the committee 
ha Cagh i nae peer = ng 

upon it.——On Thursday louse @ report was on 
the subject of Bichops and the 29th canon was finally 
agreed to and ordered to be by both Houses, In the Lower House 
Archdeacon Denison moved a tin the case of “ and 
Reviews,” and was followed by Sir Henry Thompson, H. D, M‘Caul, and 


Spain has declared her intention to maintain a strict neutrality 
in the American civil war. 
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METROPOLITAN NEWS. 

The paid -school teachers of the metropolis, more than 
120 in number, their annual excursion last Saturday to Nutfield Priory, 
= seat of H. E. Gurney, Esq. It was a day of unalloyed enjoy- 
men . 


It has been determined that the statues to the memory of 


Brunel and shall be placed near the statue of , in front of 
St. M ’s, Westminster, facing the House of Commons, are to be 
executed in bronze by Baron etti. 


order to pick up the exploded 
bad @ Garsow Geape of Tas 


Lord Ashburton, as president of the Royal Geo; 
» gave his second conversazione on Mpeg hed Bath House, 


hical 
to the members of that learned society and other literary and scientific insti- 


The births of 1017 boys and 926 girls (in all 1943 children) 

were registered last week in London. In the ten weeks of the 

1851-60 the average number was 1544. —The deaths in London registered 

' week were ts oe ag te ge ype ~~ the returns 

Ln a5 ~ cote years, » corrected for increase of 

The hundred and seventh anniversary meeting and dinner of 
the _ of the rt of ; 


amongst the Scotish ladies 
presenting the London Scottish 
The sum collected amounts to £213, of which about 
in the purchase of six ~wy ty - ty 
handed over to the band fund. On es: 
in Westminster 


or the other until had received some further information from India ; and 
it was also resolved as they had £2000 in hand, it should be sent out by 
the mail which was to leave the following day, which will make a total remit- 


tance of £102,000. 
A fire broke out early on Monday morning in the mansion of 


Mr. John Dickenson, -street, Grosvenor-square, by which it was 
nearly d , and adjoining considerably So rapid 
was progress of the flames that ee een ay aes 
of the and in their night dresses.—— Another fire Little 
The loss of property aah tow bon great.——O. mole 

——On m a 
fire broke out in the of No. 32, High > orate 
ruin property amounting to several thousand Stanning 


Chief Justice Erle, the 
Exchequer, Lord Justice Turner, 
‘Advocate-General, Vice-Chancellor Sir , the Attorney 
General ; Sir C. Eastlake, Pr. R.A. ; Sir Ronald Martin, the of St. Paul’s, 
the of the Master of Caius, Mr. Roundell Palmer, 32; Mr, A. 
Cleasby, Mr. J. H. Green (President of the Medical Council), the t of 
the Royal of Surgeons, Mr. William Lawrence, Mr. Cesar Hawkins, 
Mr. E. Stanley, Tyndall, Mr. C. Mayo, and Mr, EB. W. Field. 


Rock to erect a marble ill the above beautiful 
church, and, indeed, of most of the beautiful of which our City can 
boast. A more than St. could scarcely 

for it is Sir s “* m church ;” and, when the memorial windows 


to Dr. Croly shall have been erected, the interior will present a vastly-improved 

sapennnee Now, too, is an app time. “Shall Sir Christo W 
have a statue in St. jhen’s?” ‘Will not myriads of lovers of art, and 
especially the followers of Sir Christopher's profession, answer in the affirma- 
tive ? r. , of Walbrook, will be happy to hear from those willing to 

—City Press. 

LAW AND PoLice.—The Judicial Committee of the Pri vy 
week, in the case of “ The Hon. R. Liddell, 


decree of their Lordships in 1857. It was contended that the order hai not 
been “a>: with ; but on behalf of the Incumbent the contrary was main- 
tained. Their ships decided that there had been no evasion of the judg- 
ment, and that what had been done was in strict conformity with the decree. 
The motion was therefore dismissed, but without costs, 

In the Court of Queen’s Bench, on Saturday, Mrs. Pymm, the widow of Mr. 
Pymm, a magistrate, brought an action the Great Northern Railway 
Company to recover d in con e of her husband having been 
killed by an accident in April, owing, as it was alleged, to negligence on the 

of the company’s servants. The jury gave damages £1009 to Mrs. 
mm, and £1500 to each of eight children. The eldest son, who inherits the 
bulk of his father’s property, was excluded from the estimate of damages._—— 
On Tuesday an action was brought by bebe Mabe, lately a butler in the 





mediate ass certifi 
were Jjawarded to Bartholomew Fred. Dunkley, a grocer, at 
George Brice Sainsbury, a coal hant, of Leadenhall-street.--—On Monday 
Ladigians Kiss, a warehouseman, of Watling-street, was proclaimed an outlaw. 
Jacob French, gold chain and bracelet maker, of King-street, Clerkenwell, was 
replies while under exami- 





committed to prison for not giving satisfactory 
» & builder 


nation. Pilditch 
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ist SURREY RIFLES, number of volunteers who propose 
om time since we gave a coloured ‘ to bed nS should exceed the 
ustration of the leading rifle strength battalion, previous 
of London, aunga th oe Sctery of Bias ” - = ~~ 
that of the ist Surrey. At that Secretary ¢ ‘or War for 
period, though the fourth on the roll sanction, in accordance with the 
of the present movement, they had circular memorandum of June 6, 
not decided as to what their full 1860. I have also learnt that 
dress should be, preferring to be more a. come @ opm vee 6 have 
ect in their drill before doing so. v 
t is now with much pleasure that we power on the occurrence of local dis- 
ive an Engraving of a Captain, turbances, and I have, therefore, to 
artermaster, Sergeant-Major, and pass a to you ny as ba | ba 
Private in full parade uniform, and orce is not intended t& 
which is, without doubt, one of the employed in this manner, it is inex- 
most handsome, serviceable, and pedient to assemble it on any such 
martial-looking of the now nu- occasion. I desire farther to draw 
merous volunteer corps. The ose omg attention Lema as gw 
and trousers are of dark green, the @ presence of any arm y 
former faced with red with black at Parliamentary or municipal elec- 
tions, and to request that you will 




























braid, the latter having a broad black ions, and 1 . 

braid at the seams. The helmet is give directions to the commanding e 

of felt, and of graceful form, with officers of all volunteer corps within 

black horsehair plumes for the men the county under your not to 
assemble their corps for or for 






and feathers of scarlet and black for 
the officers. The ornaments of the 
helmet, crossbelt, waistbelt, &c., are 

ilt. The corps is commanded by 

ieut.-Colonel onald (late of 
the Bengal Artillery), and consists 
of eight companies, numbering in 
all nearly 700 effectives. The two 
bands (the brass and the drum-and- 
fife) number nearly 60 performers, 
in addition to the drums and fifes 
of the Cadets, which musterstrongly. 

The ist Surrey has an excellent 
clubhouse as its head-quarters at 
Hanover Park, Peckham, with large 
drillroom 150 ft. in length, and a 
gymnasium, besides four acres of 
drillground, in which, during the 
ensuing summer, the corps intend 
giving a series of entertainments, 
such as athletic sports and pro- 
menade concerts. 

The first of the series took place 
on the 7th inst., and was perfectly 
successful, being attended by most 
of the fashion and ¢lite of the 
neighbourhood. The _pmncipal 
winner was Private Wilson, of 
No. 4 company: several others 
of the same company were 
also winners. During the sports 
the bands of the corps enlivened 
the scene, the brass and the drums 
and fifes playing alternately. At 
half-past eight the large drill. 
room, tastefully decorated with 
flags, was thrown open, when 
the Brixton Amateur Musical 
Society performed selections from 
several well-known operas in such 
a manner as to call forth universal 
applause. The vocal part was sus- 
tained by Miss Huddart and Mr, 
George Perren. At the close the 
grounds were illuminated A | 
coloured fires placed around the hi 
at the side of the extensive drill- 
ground, which produced a beautiful 
effect. 





any other purpose between the issue 
of a writ and the termination of the 
election in any county or borough 
in the neighbourhood of their head- 
quarters, or during the progress of 
any munici election in any 
town to which they may belong.— 
HERBERT.” 















DESTRUCTION OF THE 
SURREY MUSIC HALL BY FIRE, 
On by my Aner as briefly stated 
in our last Number, the fine music- i 
hall of the Surrey Gardens—the | 








scene of Jullien’s later perform- 
ances and of Mr. Spurgeon’s Sun- 
day services, and accounted the 
best room in London for acoustic 








on 


left there a charcoal firepan. An i 
one — of en pone were 

promptly on the spot, but could not 
extin, rd the flames, which were 
first discovered about -past two | 









intheafternoon, About threeo’clock 
the iron of the “fireproof” galleries 
was melted ; the iron columns that 














the main walls, in fact, remain, 
The building was insured, but not 
its contents ; and the loss must be 
immense, full preparations having 
been made for an extensive season 
of concerts and festivities, An in- 
oa of the building has led to 
e conclusion that the walls ma 
fen Sa mee er =~ 
extent for future purposes, e 
structure, the walls of which now 













mS 4 bugle was ee only ——, was an_ elaborate, 
0, 1 com day w at light, and elegant building, con- 
Brockwell Hall, Dulwich. THE UNIFORM OF THE IST SURREY RIFLES, siting of a large hall, Rares at 





‘ ‘ , each of the four corners towers of 

The following notice has just been issued from the War Office to the | purposes unconnected with drill, parade, or rifle practice, I think it | red brick, in the Elizabethan style of architecture, The building wes 

Lords Lieutenant of counties:—“ Having observed that in several | right to inform you that no such assemblies ought to take place, | 172 ft, long by 100 ft. wide, 77 te from the floor to the roof, and 95 ft, 
instances volunteer corps have assembled under arms for various | except with the approval of the Lord Lieutenant and that if the | to the summit of the towers, 
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RUINS OF THE SURREY MUSIC HALL, 
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PRIZES FOR GROUPS 
OF FRUIT AND 
FLOWERS FOR THE 
DINNER-TABLE. 


Art the openi of the 
Royal Horticultural So- 


of fruit and flowers for t' 
decoration of the dinner HN | 
table. ad apy ee NN ’ Hii 

ce the Counts” of | wh eo 
the Countess 


of Ducie, Lady Marianne __ ji) Ny | 
Alford, Lad Middleton, —_ |i he t 


feasor Westmacott, R.A. (ij MALAI 


acting as secretary. The | | a hy 


and 13 (Lady Troubridge), 
were highly commended. 








THE CIVIL WAR IN 
AMERICA. 
THE SOUTHERN STATES, 


THE Times continues to 
receive letters from its 
Special mdent in : 
the Southern States of America, On the 23rd ult, Mr, Russell writes 
as follows from New Orleans :— 

The Congress at Montgomery, having sat with closed doors almost 
since it met, has now adjourned till the 20th of July, when it will 
reassemble at Richmond, in Virginia, which is thus rere or the 
time, capital of the Confederate States of America, Richmond, the 

yaaa city of the old dominion, is about 100 miles in a straight line 
aor -by-west of Washington. The rival capitals will thus be in very 
close proximity by rail and by steam, by land and by water. The move- 
ment is significant. It will tend to a collision between the 
forces which are collected on the opposite sides of the Potomac. 
Hitherto Mr. Jefferson Davis has not evinced all the mee ee and 
energy, in a military sense, which he is said to possess, 
strategy to somesn Widdiieaten before he could act. His Secretary of 
War, Mr. Walker, many weeks ago, in a public speech, announced the 
intention of marching upon the capital. If it was meant to do so, the 
blow should have been strack silently, If it was not intended to seize 
upon Washington, the threat had a very disastrous effect on 
the South, as it excited the North to imniediate action, and 
caused General Scott to concentrate his troops on rpg w 


present many aa ain, in the face of any rot dafence or which sacle 
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movement 
Monroe, and the Potomac and een 
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MR, MARSH’S GROUPS OF FRUIT AND FLOWERS FOR THE DECORATION OF THE DINNER-TABLE, WHICH OBTAINED THE FIRST OF THE 
SPECIAL PRIZES AT THE ROYAL HORTICULTURAL SOCIETY'S GARDENS, 


States. The fortified ports held apie Virginians and the Confederate 
States’ troops are not of much value as long as the streams are com- 
manded by the enemy's steamers ; and General Scott has shown that 
he has not outlived either his reputation or his vigour by the at 
once wise and rapid, he has taken to curb the malcontents in 

land and to open his communications through the city of Baltimore. 
Although immense levies of men may be got together on both sides 
for purposes of local defence or for State operations, it seems to me 
that it will be very difficult to move these masses in regular armies. 
The men are not  dettarinn for regular lengthened service, and there is 
an utter want of field-trains, equipment, and commissariat, which 
“me be made good in a day, a week, or a month, 

The bill passed by the Montgomery Congress entitled “ An Act to 
Raise an Additional Mili Force to serve during the War” RL 
a measure to put in the hands of the Government the control 
Wa hat al po ofthe So to regular mili service, 
Wi tng sgn, a Mr, Deimos cou detest 


sooner y be 
Davis is to them peor med i or 





THE CIVIL WAR IN AMERICA : HARPER'S FERRY, VIRGINIA, 


ot e a 
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¢ it bli seen in any place suclt a 


it i 
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taking one o 
York State militia regi- 
ments as a fair specimen 
of the battalions which 
will fight for the United 
States, gives an account 
of them which leads me 
to the conclusion that 
such regiments are much 
superior when furnished 
4 the country districts 

those raised in ~ 
lh. and cities, 
appears in this case, at least, that the members of the militia 
companies in general send substitutes to the ranks. en of these 
companies form the t, and in nearly every instance they have 
been doubled in by volunteers, 

Reverting to Montgomery, one may 7 without offence that its 
claims to be the capital of a Republic which asserts that it is the 
richest and believes that it will be the strongest in the world are not 
by any means evident to a stranger. Its central position, which has 
reference rather to a map than to the hard face of matter, procured for 
it a distinction to which it had no other claim. The accommodations 
which suited the modest wants of a State Legislature vanished or were 
transmuted into barbarous inconveniences by the pressure of a Central 
Government, with its offices, its ments, and the vast crowd of appli- 
cants which flocked thither to pi . crumbs of comfort as could 
be spared from the Executive table. Never shall I forget the dismay of 
— and of the friends who were travelling with me on our arrival at 

the Exchange Hotel under circumstances with some of which you are 
already — With us were men of high position, members of 
and General Be 


himself, 

Button one waa grater aon accommodation extended could be 
furnished by a room under a sort of ryot-warree tenure, in com- 
Soiled earings arp lst My room was shown to me, It 
contained four a pe ee OL, rickety table, and some chairs of 
infirm purpose and f unsoundness, The floor was carpet- 


fey ta gg 
use 


U as 


Lens ail LU 


eer re rer ewer 





570 


THE ILLUSTRATED LONDON NEWS 


(JUNE 22, 1861 








ist SURREY RIFLES, 


Some time since we gave a coloured 
Illustration of the leading rifle corps 
of London, amongst which was 
that of the ist Surrey. At that 
period, though the fourth on the roll 
of the present movement, they had 
not decided as to what their full 
dress should be, preferring to be more 

fect in their drill before doing so. 

t is now with much pleasure that we 
give an Engraving of a Captain, 
Quartermaster, Sergeant-Major, and 
Private in full parade uniform, and 
which is, without doubt, one of the 
most handsome, serviceable, and 
martial-looking of the now nu- 
merous volunteer corps, The tunic 
and trousers are of dark green, the 
former faced with red with black 
braid, the latter having a broad black 
braid at the seams. The helmet is 
of felt, and of graceful form, with 
black horsehair plumes for the men 
and feathers of scarlet and black for 
the officers, The ornaments of the 
helmet, crossbelt, waistbelt, &c., are 

ilt. The corps is commanded by 

ieut.-Colonel Macdonald (late of 
the Bengal Artillery), and consists 
of eight companies, numbering in 
all nearly 700 effectives. The two 
bands (the brass and the drum-and- 
fife) number nearly 60 performers, 
in addition to the drums and fifes 
of the Cadets, which muster strongly. 

The ist Surrey has an excellent 
clubhouse as its head-quarters at 
Hanover Park, Peckham, with large 
drillroom 150 ft. in length, and a 
gymnasium, besides four acres of 
drillground, in which, during the 
ensuing summer, the corps intend 
giving a series of entertainments, 
such as athletic sports and pro- 
menade concerts. 

The first of the series took place 
on the 7th inst., and was ectly 
successful, being attended by most 
of the fashion and ¢lite of the 
neighbourhood, The _pnuncipal 
winner was Private Wilson, of 
No. 4 company: several others 
of the same company were 
also winners, During the sports 
the bands of the corps enlivened 
the scene, the brass and the drums 
and fifes playing alternately. At 
half-past eight the large drill- 
room, tastefully decorated with 
flags, was thrown open, when 
the Brixton Amateur Musical 
Society performed selections from 
several well-known operas in such 
a manner as to call forth universal 
applause. The vocal part was sus- 
tained by Miss Hud and Mr, 
George Perren. At the close the 
grounds were illuminated b 
coloured fires placed around the hill 
at the side of the extensive drill- 


ground, which produced a beautiful 
effect 


A silver bugle was presented to 
No, 1 com y week at 
Brockwell Hall, Dulwich. 
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THE UNIFORM OF THE IST SURREY RIFLES, 


—" 


number of volunteers who propose 
to be \present should exceed the 
strength of one battalion, previous 
application must be to the 
Secretary of State for War for his 
sanction, in accordence with the 
circular memorandum of June 6, 
1860. I have also learnt that 
in some cases volunteer have 
been called out in aid of civil 
power on the occurrence of local dis- 
turbances, and I have, therefore, to 
point out to you that, as the volun- 
teer force is not intended to be 
employed in this manner, it is inex- 

ient to assemble it on any such 
occasion, I desire farther to draw 
your attention to the impropriety of 
the presence of any armed body 
at Parliamentary or municipal elec- 
tions, and to request that you will 
give directions to the commanding 
officers of all volunteer corps within 
the county under your not to 
— corps for oe for 
an purpose issue 
of a writ and the termination of the 
election in any county or borough 
in the neighbourhood of their head- 
quarters, or during the progress of 
any munici election in any 
town to which they may belong.— 
HERBERT,” 


DESTRUCTION OF THE 
SURREY MUSIC HALL BY FIRE, 
On bay very, Aw as briefly stated 
in our last Number, the fine music- 
hall of the Surrey Gardens—the 
scene of Jullien’s later perform- 
ances and of Mr. Spurgeon’s Sun- 
day services, and accounted the 
best room in London for acoustic 
qualities— rag ae wey de- 
stro whi — 
on A bey a. j and was caused by the 
carelessness of a plumber, who had 
left there a charcoal firepan. An 
immense number of engines were 
promptly on the spot, but could not 
extin, the flames, which were 
first discovered about past two 
intheafternoon, About threeo’clock 
the iron of the “fireproof” galleries 
was melted ; the iron columps that 


arped, gallery 
gallery fell to the floor, and at last 
about sixty feet of masonry from 
the four great towers fell almost 
at the same moment. Nothing but 
the main walls, in fact, remain, 
The building was insured, but not 
its contents ; and the loss must be 
immense, full preparations having 
been made for an extensive season 
of concerts and festivities, An in- 
aap of the building has led to 
e conclusion that the walls ma: 
be made available to a poiniry oh 
extent for future purposes, The 
structure, the walls of which now 


only in, was an elaborate, 
light, and elegant building, con- 
sisting of a large hall, having at 
each of the four corners towers of 


The following notice has just been issued from the War Office to the | purposes unconnected with drill, parade, or rifle practice, I think it | red brick, in the Elizabethan style of architecture. The building was 
Lords Lieutenant of counties:—“ Having observed that in several | right to inform you that no such assemblies ought to take Ss 172 ft. long by 100 ft. wide, 77 ft, from the floor to the roof, and 95 ft, 
instances volunteer corps have assembled under arms for various | except with the approval of the Lord Lieutenant and that if the | to the summit of the towers, 
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RUINS OF THE SURREY MUSIC HALL, 
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PRIZES FOR GROUPS 


MARNE AR ee rey meee 
Ar ‘i tells 2 the veto, and wll only com 
5th inst., nearly £900 zs . The absence of cavalry 
Bong tho. competion i oe Ere : tlery may prevet ether 
the flower chow. Besides ; il il ch a i lis: lig a he Mg 8 Ie decisive reali 1 one 
ese there were a ——- Mil ' i i H » AS * Yes & engagement, but no 
Wentworth “Dilke, vice . i 2 bk ss i ie i bal i © eh? ' 2 there will be great, los 
tn tanh te oe a 4 i i i a i ial li : soenl beak cae © 
of fruit and flowers for the i hy a i i i i ‘ Nh yi e field. Of the cha- 
ee ay! x fibin aa a ne 
; : WLAN i i regiments I can say i 
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S ce ee ea a: fl 
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taking one of the New 
York 7 regi- 
ments as a fair specimen 
of the battalions which 
will fight for the United 
States, gives an account 
of them which leads me 
to the conclusion that 


Elkington. Nos. 21 (Lady 
E, Peel), 10 (Mrs. Jones), 
and 13 (Lady Troubridge), 
were highly commended. 





THE CIVIL WAR IN 











AMEBIOA. : such regiments are much 
THE SOUTHERN STATES, superior when furnished 
Tur Times continues to MR, MARSH’S GROUPS OF FRUIT AND FLOWERS FOR THE DECORATION OF THE DINNER-TABLE, WHICH OBTAINED THE FIRST OF THE by the country districts 
receive letters from its SPECIAL PRIZES AT THE ROYAL HORTICULTURAL SOCIETY'S GARDENS, those raised in the 
Special ony eer in s , a. and cities, It 
the Southern States of America, On the 23rd ult, Mr. Russell writes , States. The fortified ports held toy the Virainlane snl the Outedprate appears in this case, at least, that the members of the militia 
as follows from New Orleans :— States’ troops are not of much value as long as the streams are com- | companies in general send substitutes to the ranks, en of these 
_ The Congress at Montgomery, having sat with closed doors almost | manded by the enemy’s steamers ; and General Scott has shown that | companies form the t, and in nearly every instance they have 
since it met, has now adjourned till the 20th of July, when it will he has not outlived either his reputation or his vigour by the at | been doubled in SS volunteers, 
reassemble at Richmond, in Virginia, which is thus ated, for the | once wise and rapid, he has taken to curb the malcontents in Beverting to Montgomery, one may 7, without offence that its 
time, capital of the Confederate States of America, Richmond, the | land and to open his communications through the city of Baltimore, claims to be the capital of a Republic which asserts that it is the 
principal city of the old dominion, is about 100 miles in a straight line Although immense levies of men may be got together on both sides | richest and believes that it will be the strongest in the world are not { 
south-by-west of Washington. The rival capitals will thus be in very | for purposes of local defence or for State operations, it seems to me | by any means evident to a stranger. Its central position, which has { 
close proximity by rail and by steam, by land and by water, The move- | that it will be very difficalt to move these masses in regular armies. | reference rather to a map than to the hard face of matter, procured for 
ment is significant. It will tend to ten a collision between the | The men are not dis) for regular lengthened service, and there is | it a distinction to which it had no other claim. The accommodations y 
forces which are collected on the opposite sides of the Potomac, | an utter want of field-trains, equipment, and commissariat, which | which suited the modest wants of a State Legislature vanished or were 
Hitherto Mr, Jefferson Davis has not evinced all the sagacity and | cannot be made good in a day, a week, or a month. transmuted into barbarous inconveniences by the pressure of a Central 
energy, in a mili sense, which he is said to possess, It was bad The bill passed by the Montgomery Congress entitled “ An Act to | Government, with its offices, efi. pepe apa wagly pe crowd of appli- 
strategy to menace Feshington before he could act. His Secretary of | Raise an Additional Mili Force to serve during the War ” is, in f cants which flocked thither to pi such crumbs of comfort as could 
War, Mr. Walker, many weeks ago, in a public speech, announced the | a measure to put in the hands of the Government the control of | be spared from the Executive table. Never shall I forget the dismay of 
intention of marching upon the capital. If it was meant to do so, the a bodies of men, and to bind them to regular bag 4 santos myself and of the friends who were travelling with me on our arrive: at 
ee ae ee yt may! tig whe With all their zeal, the people of the South will not enlist, Theydetest | the Exchange Hotel under circumstances with some of which yoa are 
upon Washington, the threat had a very disastrous effect on the recruiting sergeant, Mr. Davis knows enough of war to feel | already acquainted. With us were men of high position, members of 
the Seah, as it excited the North to immediate action, and hesitation in trusting himself in the field to volunteers. The bill autho- | Congress, senators, ex-governors, and General Be: himself. 
caused General Scott to concentrate his troops on points which | rises Mr. Davis to accept volunteers who may offer their services with- | But to no one was greater accommodation extended could be 
present many advantages in the face of any which may be | out regard to the place of enlistment, “to serve during the war, unless | furnished by a room held, under a sort of ryot-warree tenure, in com- 
Se a eS fence or attack. | sooner x — a SS in companies, but Mr. contained far large fourpost bs, t My room was shown to me. It 
movement against the Norfolk yard strengthened Fortress | Davis is to organise them juadrons, or regiments, and | contained four large f Ch hig TE of 
Monroe, and the Potomac and Cheeapocks were secured to the United | the appointment of field and sta is especially to him, ' infirm purpose The floor was carpet- 
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less, covered with litter of 
tobacco-juice. 


Sue — yt 
ere was none Pay ym 


were occupied by unknown statesmen and warriors 
and we all slumbered and snored in friendly concert till morning. 








CALENDAR FOR THE WEEK, 





SUNDAY, June 23.—4th Sunday after Trinity. 
MONDAY, 24.—St. John the Baptist. 
TUESDAY, 25.—Kensington Museum opened, 1857. 
26.—Victoria Cross distributed, 1857. 
27.—Massacre of Cawnpore, 1857. 
FRIDAY, 28.—Queen Victoria crowned, 1858. 
SATURDAY, 29.—St. Peter. Henry Cla: 





TIMES OF HIGH WATER AT LONDON-BRIDGE, 
FOR THE WEEK ENDING JUNE 29, 1861, 
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HEATRE_ ROYAL, HAYMARKST.. —Last Nights of 
VERLAND ROUTE, in 
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Concluding with the Ballet. 
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RYSTAL PALACE.—BLONDIN will make his THIRD 
_ ASCENT over the FOUNTAINS on MONDAY NEXT, at ~~ o'Ch —y ~~" 
and daring vy three enormous Masts ha’ ve | 








a andi 

po ed Sp ae py 1 
of the perform: 

will be roped off, except the 


nity for all classes of visitors to witness 
achehe will be isenel fee the necth and south 
nl anise 





open fine at can one ts each ; = ry 
each ; or for the Upper Centre Corridor, at H 
of the urval Agents ; at the Crystal Baines; or ot 2, Mente Mail. A Military Baad’ will 
rope sept will remain fixed, so that in the event of the 
weather proving unfavourable, the ascent will take place within the building, reserved seats 
being arranged as on previous occasion 





RYSTAL PALACE Arrangements for the Week ending 


BLON! DL'S THIRD ASCENT OVER THE 


THE LICENSED VICTUALLERY 


Tu “= Wednes: eoday. ite : \. 
sc HOOL PANNTY. ERSARY DINNE n on WE DNE SDAY, = 1 Centre Transeyt—Michael 
t iz, To 





rathering the’ sventien through the Nave and Transe 
; ——- = Twelve, Hal 
T, » commence + Three 0 oe. S 


= 
— r by Tickets ta 
TRAVELLE: as’ BENEVOLENT. INSTITUTION DINNE a 
. M.P., in the chair. Admission to the Palace, 


Display of Fountains, Orchestral Band and Great Organ Performances daily. Machinery 
in = Picture pK and all the usual attractions. 
Open at 1.30 to Shareholders 


=< ‘wilt “be closed as occasion requires. 


admelos =, Seven C— 
COM ng ad 


in aid of the Fn me James Duke, Batt. 
Half-a-crown ; Children, One Shilling. 


gratuitously by Tickets. 


LONDIN AT THE CRYSTAL PALACE ON MONDAY 
NEXT, June 24.—His ONLY APPEARANCE at A... Palace that week, on account of 

wer the fountains in fa:l play, and 

wonderful teats at daring his Jeptnes gon acroas the — 





ing 
intermediate and other stations, but v 
their departure until near the time fixed ia the ronal 


LONDIN ON MONDAY NEXT AT THE CRYSTAL 
ny ep ayy EARLY. The exit ~ the excursion trains will be at the fot of 
the stairs leadirg to the machinery departm 


DME. CATHERINE HAYES will give her first MATINEE 
poms on TUESDAY, June 25, at 2‘, PARK-LANE, by the kind perm’ 
4. Vocal = Soe, Mies Whitty, Mdme. 4 


Selie, atey, Herr 

sienor Giulio _Ragondl, and = Arabela 
nd Signor rd Vera. 

ickets. a Guinea on, ma 








Mr. Jules ‘Lefort, 
Instru RF. , Ole Bull, Signor P 
Goddard, Accompany iste—Signor Cam 
comn ence at Three o'clock precisely. 
ptincips! Music Warehouses ; and of Mdme. Catherine Hayes, No. 13, 


FREDC, PENNA—EIGHTH WEEK.—EGYPTIAN 
HALL, Ficcedilly — OLD FRIENDS, and 


Evening at Eight a ay A Morn 
Méme, Penna Stalls, 3s.; Area, 2s. ; 








part of THE HIGHWAYS AND BYWAYS 
ainment at the EGYPTIAN HALL, Piccadilly, Every 
Pianoforte, 


Gallery, la Tickle te Me Mitebell's Royal Liboosy: 
R, and Mrs. GERMAN REED, with Mr, JOHN PARRY, 
Original Entertainment, 





als, and Gos, Ol, wi al Cle 
HER MAJESTY'S CONCERT-ROOM, attached to Her Majesty's Theatre. mee 
BIsTY’s Min MINSTRELS Every Evening at Eigh 
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7, i; yaad GO ii ils. 


red in By I, 





by WILLIAM BROUGH, Esq, entitled THE 





R. W. 8. WOODIN’S new Entertainment, THE CABINET 
OF CURIOSITIES. . 


cunts aundel seats secured (without" 
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USICAL UNION.—RITTER, Pianist, on TUESDAY, 
June 3 ce C, minor, Mendeleobn ; 


and Parry, 18, 


OYAL HORTICULTURAL SOCIETY. — THE GBAND 
ROSE SHOW, South Kensington, WEDNESDAY, July 10, Tickets, i. 5 on 





day, 7s. 6d., now this Day, and Saturday. The 
Public admitted on on oy Ed Bands trom 4 ull 
Notice,—The next Ballot of Fellows, June 2%. 








The following Engravings are in progress for June 29 :— 
Pictures from our Special Artist at the | National Festival at Florence. 
Seat of War, United State:. Great Exhibition in the Black Forest. 
Banquet to the Society of Arts at/Two Pictures from “Acaiemie des 
the Grand Dining-saloon, Crystal | | [Beaux Arts” at Paris. 
Palace. Portrait of Nasmyth. 
Animals recently arrived at the Zoo- | Review at Chatham. 
logical Gardens, Regent’s Park. With other Illustrations of Passing 
Grand Amateur Concert given by the; Events. 
Nobility. 
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Srk RICHARD BETHELL’s Bankruptcy Bill, so altered that its 
author has declared that not one valuable feature is left in it, 
has passed the House of Lords, the Earl of Derby and other 
noblemen having endeavoured to extort from Lord Granville a 
promise that the “ amendments” shall not cause its abandon- 
ment by the Government, Lord Derby took pains to show that 
the leading features of the measure had not been materially 
changed by the Lords’ Committee, and that the great inter- 
ference—the doing away with the appointment of a Chief 
Judge—did not affect the principle of the bill. On 
Wednesday the church-rate conflict was resumed in the 
House of Commons, and a severe struggle ensued, which 
ended in Sir John Trelawny’s Abolition Bill being lost : 
the numbers of ayes and noes were equal, and the Speaker 
gave his casting vote against the measure. Mr, Sotheron 
Estcourt’s plan for a compromise was at once rejected 
by the abolitionists, who regarded it as calculated to make 
the rate more easy of collection, and also as objection- 
able, because it went to deprive persons of rights which the 
Dissenters do not consider as connected with the payment of 
the impost, The question is as far from legislative settlement 
as it was at the beginning of the Session. On the allotment of 
the seats vacated by the disfranchisement of two peccant 
boroughs the strife was resumed, and the Government, aban- 
doning the Chelsea and Kensington idea (which was so singu- 
larly distasteful to the House that all parties rushed together to 
prevent the creation of a constituency that would return a 
member of the class called “ metropolitan”), were ready to give 
a third member to Middlesex, This proposal was rejected by 
236 to 186, and then Lord Palmerston offered to give a fourth 
member to Yorkshire, This proposition stood over for considera- 
tion and further debate, The remaining Parliamentary incident 
of interest is the appointment of a Committee on the Galway 
question, _It was perfectly well known among the initiated at 
the time that Lord John Russell was indignantly and truthfully 
repudiating the idea of there being any bargain for Irish sup- 
port that some middle way was to be found by which the 
Irish excitement upon this question was to be allayed. This 
way has apparently been found by the appointment of the 
Committee, with the ready assent of Government ; and, should 
this tribunal recommend the claims of Galway to the favourable 
notice of the Cabinet, those who think that it will prove 
obdurate may be found to base their convictions upon an 
imperfect estimate of the “ situation,” 

Though Fort Pickens is not to be attacked by the American 
Secessionists, they take much pains tc impress upon the world 
that they are still eager for conflict, and they show continued 
energy in mustering, drilling, and fortifying. They have, how- 
ever, very great difficulties to contend with, for, in addition to 
the hindrances caused by the insubordination and dislike 
of military discipline which are common to the American 
character, they have to watch the servile part of the 
population of the South, and do not appear to find very ready 
recruits, except among the class personally interested in the 
preservation of the existing system, But, despite all this, there 
is a stern determination to resist the violence of the North, and 
the struggle must be a fearful one, come when it may, In 
the Federal force there is also to be found, notwithstanding the 
unqualified vaunting of the press, much that causes great dis- 
satisfaction to the real soldiers of the Republic, and to the 
gallant veteran at their head, and it is in the interest of the 
North to be told the truth, which the officers of the regular army 
are now unhesitatingly telling—namely, that it was to that army 
that the United States owed the victories in the Mexican War, 
the volunteers by no means proving equal to the exigency. A 
repetition of the harmless business at Fort Sumter has taken 
place, and Secession batteries and Federal vessels have blazed 
away at each other for a couple of days in a manner that calls 
out all the adjectives of admiration at the command of the 
narrators ; but the only result has been that one of the ships 
was rendered “ frightfully leaky.” Several murders on both 
sides and some outrages are also among the news, but for 
these symptoms of brutality the American people are in no sort 
responsible, and it is to be regretted that party scribes seck to 
palliate deeds which disgust the nation itself. The whole 
internecine drama is one which no Englishman can witness 
without a shudder, The death of Mr, Douglas, so recently a 
formidable competitor for the highest honours, is not now an 
event of significance, but America has lost a strong man who 
seemed to be awakened by the crisis to a sense that there are 
higher things than party battles, and who might have done her 
good service in the trying times that have yet to come. 

At home we have been making holiday at Ascot and elsewhere, 
and the glorious weather seems to have rendered us careless 





by the Hon. 
and afternoon. Colonel the Hon. A. N. Hood attended on horseback. 


command of Lieutenant-General Sir James Pennefather. 
Highnesses returned at half-past six one. Her ‘e Highness 
Princess Beatrice took a carria, 

Count of Flanders, attended by 
Palace ° twenty minutes before seven o'clock in the evening from a 
tour in 


the first of the season. 





of all topics save the one or two great theme; that force atten- 





tion in storm or shine. Ecclesiastical consideration having been 
duly given to the “ Essays and Reviews,” a report has been pre- 
sented to Convocation on the subject : the book is, of course, 
condemned, and synodical action is prayed, The hierarchy are 
by no means unanimous as to the prudence of this step, and one 
clergyman has expressed a belief, which may represent the views 
of a good many faithful members of the Church—namely, that 
the volume has been a sort of nine days’ wonder, and is being 
rapidly forgotten, and that any further steps by the Church 
authorities will only bring it through a few extra editions, 
The Bishop of Salisbury, Dr. Hamilton, takes independent 
action, and proceeds against one of the essayists, Dr. Rowland 
Williams, in the Court of Arches, and whether his Lordship’s 
studies of history have led him to the conclusion that theological 
error was ever really corrected by legal castigation we may be 
informed wher his advocate states the reason for this display of 
vigour, 

England boasts her civilisation, and with reason, yet foreigners 
will point with some justification to the fact that in one week 
the interference of the Home Secretary has had to be invoked to 
prevent an exhibition in which the life of a child of seven years 
old was placed in the most terrible peril for the excitement of an 
upper-class mob, and that a lower-class mob was taken down to 
an island in the Medway to see a man who had learned 


pugilism batter to pieces another man who had not—the scene, 
too disgusting for reproduction, having lasted for nearly an hour. 
It may occur to Lord Shaftesbury and others that some other 
educational establishments besides ragged schools are wanted 
in England, The journalist is untrue to his duty who abstains 
from denouncing as alike disgraceful to the country the gather- 
ing of the respectable classes to see a show that derives all its 
interest from the apparent if not real danger of the performer, 
and the aggregation of ruffians on the Medway Island to roar 
and shout while a practised boxer was half-killing a helpless giant, 








THE COURT. 


oan Queen and Prince Consort, the 


Royal family, and 
ied Divine service in the private chapel. W. H 


‘Phe Rev. 


gina preached the sermon. His Majesty the King of the Be ians 
— Prince Edward of Saxe-Weimar at his residence in Po d- 
place. 


On Monday the Queen, accompanied by Prinzess Alice, and attended 
ra Macdonald, took a drive in an open carriage and four 


Royal Highness the Prince Consort, accompanied by the Prince of 


Wales and Prince Louis of Hesse, rode on horseback in the afternoon, 
attended b 
Louise 

The Prince of Wales and Prince Louis of Hesse, attend 
Grey and Baron Westerweller, rode on horseback in the forenoon, 


y Major Da Plat and Captain Grey. Princesses Helena and 
on horseback in the riding-house of Buckingham Palace. 
by Captain 


On Tuesday the Queen, accompanied by Princess Alice, and attended 


by the Deskin of Athole, drove out in a carriage and four, and called 
on the Do 


wager Duchess of Northumberland and her Royal Highness 


the Duchess d’Aumale at Twickenham. Colonel the Hon. A. N. 
Hood attended. His Royal Highness the Prince Consort, the Prince of 
Ww Wels and Prince Louis Of Hease, attended by Major Da Plat, Colonel 


on. A. Hardinge, Captain Grey, and Baron Westerweller, left 


Buckingham Palace at a quarter to nine in the morning for the camp at 


and were present at a review of the division under the 


Their Royal 


drive. His Royal Highness the 
ajor Burnell, returned to Buckingham 


reland, 
The Duchess of Wellington, Mistress of the Robes, and the Earl of 


a re had the honour of dining with her Majesty at Buekingham 


On Wednesday the Queen held a Drawingroom at St. James's Palace, 
The attendance was very large, and the 


number ¢f presentations more than ordinarily numerous—two hundred 
and eleven 
Queen, 
Princess Alice, Princess Louise, and Prince Louis of Hesse, 


sone oe the honour of being presented to the 
After the wingroom the Queen, accompanied by 


and four, attended by Colonel the Hon. 


the Prince Co with the Prince 
rode out on horsebac! In attendance 


M, vas de Weyer, Lord John 


bazaar The proceeded “Royal party, rar Her 
Majest and’ the Prince Consors with the party, returned to 
Buckingham Palace shortly before 


has succeeded Dochas of Athole as Lady in 
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zt! th) 


and the Count of 


His mk. the 
Ist of next month, when his 
to Brussels. 


Their Ro Rifeewes the Duchess of Ca and 
Princess the Duke and Duchess of Hamilton by their company 
at dinner on evening at Hamilton House. 
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MUSIC, 


THE management of the RoyAL OpERA, LYcEuM, has shown 
its activity by the production, for the first time in England, of Verdi's 
new opera, “ Un Ballo in Maschera,” which was performed with com- 
epee wre pon pe | We observe that the same work is to 

produced next week at the Royal Italian Opera, Covent Garden. 
The libretto of this opera is an Italian version of one of the chefs’d’ceuvre 
of the French musical Auber’s “Gustavus the Third,” a work 

popularity ——— all Euro In 
England, q at Covent en, 
in the days when that theatre was our great English Opera House, it 


ts gg oy 
aples ; 


governor of the colony of Massachusetts ; and Count ae the 
mode t b moss 
and calculated to give the whole subject the 





piece was produced at the Italian O a a Pete 
hen the was at the pera at $ 
the Pa at Naples —_ — 

ment of a viceroy—a nge which, at all events, does 
Pony hedions aboustities. Ths somewhat surprising that 


at ghe Royal 
It is quite unn 
as “ Gustavus the Thi 


so well known 


to detail the plot of an o 
Maschera ” 


” with which that of “ Un Ballo in 
historical inciden 


ween his 
own wife, e subject is treated by Scribe with much fy. 


vus 


stage. The subject seems to 
Ttafian composer, though his music is far from being 
Auber. Like all Verdi's works, it is very unequal, grand and beautifal 
ages being mixed with a great quantity of noisy commonplace. 
e performance at the Lyceum, on the w is admirable, The King 
and Tis guilty but still interesting paramour are magnificently per- 
sonated by Guigliniand Titiens, The outraged husband, by Delle Sedie, 
is a vigorous piece of acting. Mdme. Lemaire gives a wild and 
unearthly effect to the character of Ulrica the sorceress ; and the little 
of the page is sung and acted with much grace and spirit by 
dme. Gassier, 


Mrs. ANDERSON’s annual concert at St. James's Hall, on 
Monday morning, has been the most remarkable musical entertainment 
of the week, and one of the most remarkable of the season, For many 
seasons this las been the case, Mrs, Anderson’s name and character 
stamp her annual concert—-the only occasion on which she now presents 
herself before the public—with a value and importance pecaliar to 
itself. This accomplished lady has long enjoyed a high reputation as 
one of the greatest pianists of the age. e has contended for and 

the palm with the greatest performers of Germany, the coantry 
in which instrumental music has been carried to the highest degree of 
excellence; and the — musicians of that country, including 
Mendelssohn himself, have paid her homage by dedicating to her some 
of their most masterly works. Her services as a teacher have been 
invaluable in aiding the progress of music in England ; for her great 
influence, gained by her talents, has been constantly exerted in pro- 
moting a sound and classical school, and in resisting the inroads of a 
vitiated style, which has become too prevalent in every country in 
Europe. tt there still is much that is good and wholesome in the 
musical taste of the highest classes of English society—if among them 
the works of the classical masters continue to be studied and 
appreciated—this is due to the efforts of a small number of trae 
votaries of art, among whom no one holds a higher place than Mrs, 
Anderson, Her position, moreover, in society, and the general esteem 
and respect in which she is held, have added to her professional useful- 
ness; for, as has been justly remarked, “the personal character and 
social station of the artist will always have an influence for good or 
evil on the art itself.” Mrs. Anderson's concert of Monday last showed 
no failing-off in excellence or attraction compared with those of former 


' and recherché character, selection 
elie la eed ee Wi 
ie “Beit 


MDLLE, SEDLATZEK gave a matinée musicale on Wednesday 
Rooms which was attended by 


in 

” and serenade, “ deign to ” 
wal great fet by Menta, Cummings and, sn Lawl 
Mr. Chatterton performed a fantasia on = os 
troduced several favourite particularly “ last rose of 
oft ton brillisncy of aa the voncl taplo wnt ot 
e@x- 

his cantabile passages, The cust s 
a charming t, Another mental performanc: 
was the favourite Neapolitan » “Banta Lucia,” yar P*8 
@ concert o' 


addition to her own performances in 
by a number of our most di 

formers, inclnding Mdme. Sainton-Dol 
Mdlle. Anna Whitty, Miss Arabella G 
Regondi. 


, Herr Formes, M. Le Fort, 
, Signor Pezze, and Sig .or 





THE THEATRES, 
Princess’.—The tragedy of “ Hamlet” still continues to be 
enacted for three nights each week ; the other three are devoted to the 


Pe many of Mr, Phelps, who varies his having supported 
uring the last fortnight the great parts of F and Sir Pertinax 
Macsycophant with his usual success, Mr, Phelps’s talents as a comedian 


cannot toe gale Cees, = his reputation, for the interests 
of the stage, too widely di 
artist that is triumphant with Mr. Phelps. Not a sentence but what is 
mounced with care, and with its appropriate emphasis, “ The 
of the World” is alt a considerable — The 
Constantia of Miss Atkinson is an elaborate portrait, and ee oe 
all the salient points of the character, so rich is it in exp m, SO 
strong in effect. The actress was most deservedly applauded, and the 
whole performance was one of those rare treats for which a West-end 
audience has reason to be thankful. 

HAYMARKET.—With the return of Mr. and Mrs, Charles 
Mathews to this theatre we have that of Mr. Tom Taylor's “Over- 
land Route,” and the new Se entitled “ The Adventures of 
a Love-letter.” These pieces m an agreeable evening’s entertain- 
ment ; and, notwithstanding the heat of the weather, command good 
houses, performances conclude with the Spanish ballad of “ The 
Galician Féte, in which Charles Leclercq and Fanny Wright, with an 
efficient corps de ballet, comport themselves to the satisfaction of an 


ive For grace and expression they are not ex 
any of their com histrionic 
est esteem, 


itors. As hi dancers they deserve the 

STANDARD.—On Monday the tragedy of “ Douglas” was 
revived, the of Young Norval being admirably performed by Miss 
Marriott. lenalvon was well supported by Mr, Sinclair, who is 
rapidly rising into public favour. 

PAVILION.—Mr. Joseph Proctor, the American tragedian, 
commenced a starring yy on’ Monday. He has performed 
the Armonrer of Tyre in the drama so entitled, and Damon in Shield’s 
tragedy, with his usual power. 








THE FARM. 


THE progress of vegetation during the last fortnight has “been of an 
almost — character,” and even the Irishmen, who despaired of 
seeing their pastures “ ever righted ” after two such serious 

Seve boseuns sanguine once more. forward pieces of Talavera 
and Californian wheat are said to be already in ear; and divers prog- 
nosticators go so far as to say that Talavera will, with fine weather, be 
reaped the last week in July, and other sorts quite early in August. 
Scythes and mowing-machines’ are at work everywhere, and the 
makers of the latter are at their wits’ end how to get them ready fast 


enoug’ 

Agricultural societies are following thick at the heels of each 
other, but comparatively few of the cracks will be unsheeted tili the 
judges commence operations at Leeds, At the Oxfordshire and Ban- 

ury Meeting, Mr. ton, M.P., showed his hand with Lord of the 

Harem, bred by Mr. Houseman, of Lune Bank, near Lancaster, and 
swept off a first prize, the Champion Cup, as the best horned animal in 
the yard, and Mr. Hall’s Cup with him, Sally and Cowley, also from 
the Pastures, were first and second among the cows; but 
Messrs. Hewer and E. Lythall, both of them tenant farmers, defeated 
the champion herd in a heifer and bull class. The Dake of 
Marlborough and Messrs, Sheldon, Cother, J. and G. Gillett, and G. H, 
Barnett, were foremost in the sheep classes ; and the Rev. H.G. Baily 
and Mr, W. Hewer won fresh rosettes for their Truro prize pigs. 

feb gpa A yn — tion was held = Ww erg at 
Sw on whose plains coursing renown Jem was 
. rin nor Geo Woot , and led in his gallops by "Brighton 
(alias Wilkboy) of Norwich.” The day was very fine, the town very 

ay, the society’s funds flourishing, and the show good as a whole. 
Fora Walsingham and Mr. H, Aylmer were first and second in the 
shorthorn cow class, and Lady Pigot’s Pride of Southwicke beat her 
ladyship’s Almack’s Belle for the first two-year-old heifer prize. In 
the yearling heifer class Ladye (Elfrida was the only re tative of 
Branches, and two of Mr. Hugh Aylmer’s were er toes aay pen Sondes 
was alike lucky with his two poiled in calf heifers, and Mr. J. Groom 
with his yearling Scots; but the cream of this part of the show was 
Mr. R. J. Oliver's first-prize polled cow, a very rare specimen of native 
merit. Lord Walsingham swept the Southdown lists of eight out of 
thirteen prizes, but he did not try to “skin the lamb,” and left three 
lamb prizes, one of them given by himself, to Sir W. Jones 
and Lord Sondes. Mr. Hugh Aylmer was alike supreme amon 
the Norfolk Leicesters, and there was nothing in the show whi 
excelled his shearling ram and ewes. Messrs. Badham and Cris 


ment and had the two prizes to 
class, Mic.dlesex did the needful 


. . Sexton, 
first edition of the Babraham Sale Catalogue has been published, 
i of the ewes, On 


Rifle Association will take place at Exeter Hall on Wednesday next. 


Thirteen reasons for protesting Customs and Inland 
Revenue Bill have in the journals of the House of 
Ss Peers :—Monteagle of Brandon, H , Ru , Mayo, 
ormanby, @: » Wynford, ; ucan. 
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exhibition, the officer of customs will open the same, and 
to agree wiih the specification they will, if free, be at once considered 
of charge of the oust ; and, if dutiadle, an be taken 
ofticers of the Crown. The bnilding is to be considered, for all practical 
a “ bonded warehouse.” 
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NATIONAL SPORTS, 


THE week seems to have been one series of startling ein, A 
huge Cyclops (for hammer-wielder he is by profession) wen’ round 
the ring, unable to make the slightest use of his five stone and six inch 
advantage, and — = of those blinding om which Jem 
Mace, that crafty Ulysses , inflicted on him. od go ery 
belonging to the same owner have ek a ee 

the of 1300 guineas, 

memorable dead heat on record ; 


to Lord St. 


Leatherhead with Mrs. tt on Thursday. Auckland was nearly 
scalded to death as a yearling, and pretty heavily the North-Western 
Company paid for it ; but the memorable funeral pyre of this kind 
was when Mr, Richard Booth’s bull Buckingham was burnt to death, 
with his man, en route to Westland, in sight of the Irish shore. 
Klarikoff’s death is rendered more remarkable by the fact that he 
was found reduced to ashes within nine miles of the St. Leger post, 
which was to have been his September Court of Appeal. Doncaster 
and its lodging- are making great lamentation over 


Under any 
attendance at his sale. 


Mr. Blenkiron’s most ig purchases, that nearly every one 
who wanted to buy went down chivalrously determined to try 
and “ fit themselves,” instead of waiting for the autumn sales, The 
result was that the sum total in Mr. Tattersall’s book was 9559gs., or 
about 3000gs. more than the lot had been laid at. Last year the average 
was 127}gs. for thirty-one, or 10gs. in advance of any of the four pre- 
vious sales ; but on this occasion it rose to something beyond 258gs., and, 
although it was 15gs. below Mr, Grevile’s average for fifteen, it beat 
her Majesty’s of 25igs. for ee by 7gs. Mr. Blenkiron gave 
1720gs. for Ellerdale, Ennui, and Epaulette, with their foals at thei 
feet, and now sold the latter trio for 2650gs., and has two of the mares 
in his with Stockwell and and 


ri + lings for 980 d 
‘or 9808, ; an 

it is somewhat remarkable that the foal of Gildermire, the 1260-guinea 
Grimston lot, made only 160gs,, the lowest price of the three. 
Mr. Fisher bid with his wonted spirit, and gave 750 gs. for the colt by 
Stockwell from Ennui; and Brother to Silverhair (620 gs.) and four or 
five others are also fated to cross the ocean. The biddings for the 
Brother to Summerside were sharp, short, and decisive. He was put 
in at 500 gs., but Mr. Eastwood, on behalf of Colonel Towneley, cut 
down all ———— in little more than a minute, and 1500gs. was the 
closer, the highest price ever given for any yearling except by Mr. 
Craufurd at Doncaster for ford of the Hills. Lord Stamford’s 
Commissioner defeated the Colonel for the 1100-guinea colt by Wild 
a out of Moodkee; Mr. Saxon gave the head-filly price, 
450 gs., for the filly by Stockwell from Marchioness; and Lo’ 
Coventry would not be denied at 410gs. for half sister to Danae. 
Sister to a Seees fell to John Day's nod, Kingston filly from 
Triangle to Mr, Eastwood for himself ; and Lord Annesley. W. Powlett, 
and Messrs, Campbell Wyndham, Payne, Naylor, J. tt, Reeves, 
Lee, and Brown, were also among ‘the leading purchasers. 

Hampton Court has introduced another winning Fandango to the 
world in Bolero, bred by Mr, Cookson, and sold for 270gs. at Don- 
caster ; and Lord Aylesbury had some compensation for his Ascot Oup 
a by the victory of the Intimidation colt. Newcastle- 
on-Tyne, which has made Underhand first favourite for its Northum- 
berland Plate, and hopes to see Dictator and Yorkminster put together 
in the North Derby, holds its meeting on Tuesday, Wednesday, and 
ae Odiham, where Bolero, Sheerness, and Villette are e 
in the Hurstbourne Stakes, stands for Tuesday ; and from Wed y 


to Friday the Hampshire racing men keep high holiday at Stockbridge 
and Winchester. ; 
Anderson, Carpenter, Ca Daft, Grundy, Griffith, Hayward, 





HAMPTON RACES.—WEDNESDAY. 
Innkeepers’ Plate.—Newstead, 1. Vulture, 2. 
Claremont Stakes.—Bolero, 1. Senior Wrangler, 2. 
Surrey and Middlesex Stakes.—Intimidation c.,1. Little Drummer 
Hurst Plate.—Newstead,1. Gauntlet, 2. 
Stand Plate.—Narcissus,1. New Brighton, 2. 

THURSDAY. 

Visitors’ Plate.—Voltella, 1. New Forest Deer, 2. 
Richmond Plate.— Audrey, 1. m, 2. 
Bushy Plate.—Pupil, 1. by West Australian, 2. 
Maiden Plate.—Morella, 1. 2 


St. Hele in Bali 1 

n's 5 
The Oup.—- Pastime, 1. W 
Garswood Plate.—Tiara, 1. Medora, 2. 


Cricret.—County of Su v. Sixteen of CG ri 
——~ | at Kinnington-ova, bm dge 





Eleven v. Twenty-two of Sleaford and District : 
Spey bay - y Re was brought 
last Saturday, when the United won with wickets to go down, Ca: penter 
innings with 25 Score :—Sleaford, 





from Erith to the Chapman and back, an interval of ten minutes being 
it betwoen the of the respective classes. The 
interest of the race was to the last by the time ywanoes to which 
boats were entitled ; and the race finished thus :— 
Folly ti 8 g > a as 
Don Juan ie co. aces 
Cyclone . ee os sth 4 pan is 
The Folly, ee. took the prize of th» smaller boats, and the Bra 
peoneee that for the extra match, a seoond priz: being generously given to the 
Don Juan. 


WP 





THE ILLUSTRATED LONDON: NEWS 


(Juwe 22, 1961 








N 


A. 


GALLANT CHARGE OF FEDERAL CAVALRY INTO FAIRFAX COURTHOUSE, VIRGINIA,—FROM A SKETCH BY OUR SPECIAL ARTIST, 


THERE is no intelligence of particular interest from the Federal Army 
at Alexandria, though alarms were frequent, and a few skirmishes had 
taken place. Our Special Artist in America has sent usseveral Sketches 
from the seat of war, two of which we engrave, The gallant charge 
of forty-seven United States’ pg through Fairfax Courthoase, 
which forms the subject of our first Illustration, was made on the 31st 
ult, There was a considerable body of Secessionists in the village, twenty- 
seven of whom were killed, The Federal cavalry retired with the loss of 





six killed and missing. It having been reported that two of the prisoners 
were to be hanged by the Confederates, the United States’ cavalry 
subsequently made another charge upon the town and released them. 
On the 31st ult, a company of the New York Zouaves was sent to take 
eS ee OS ee ee eae and a 
party of Virginia lying in am upon them, killing one 
of the Sena sal ooealin another, The Zouaves returned the fire, 
though with probably little, if any, effect, as they could not see the enemy, 


| 
| 
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RICHMOND, VIRGINIA, 


THE Southern Congress will meet on the 20th of July next at 
Richmond, Virginia, the principal city of the Old Dominion, and 
which for the time being takes rank as the capital of the Confederate 
States of America, This Ms reg river port is situated on the north 
bank, James River, at its falls, 150 miles above its mouth, 
Richmond lies on the opposite side of the river, with which it is 


NEW YORK FIREMEN ZOUAVES TURNING OUT TO SUPPORT PICKETS BETWEEN ALEXANDRIA AND PAIRFAX COURTHOUSE, VIRGINIA,—FROM A SKETCH BY OUR SPECIAL ARTIST. 
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parallel, commanding wonder and 
ty of its construction and the destructive- 


than the largest battery. \ 
engine would mow down esac | as the scythe mows g 
grain; and in sea-fights, mounted on low-decked steamers, it woul 
be capable of sinking any ordinary war-vessel. In addition to the 
advantages of power, continuous action, and velocity of discharge, 
may be added economy in cost of construction, in space, labour, and 
transportation, all of which would be small in comparison to the cost 
and working of batteries of cannon and the equipment and manage- 
ment of a proportionate force of infantry.” 








SKETCHES IN PARLIAMENT. 


Ir is nearly proverbial to say that the less any one has to do the less 
inclined he is to do it. The first representative assembly in the world 
is doing its best to prove that bodies of men are still more liable to 
this fault than even individuals, This Session will go far to put an 
imprimatur on an assertion which has been made before now that 
the present is perhaps the worst House of Commons that ever sat. 
For much of the mode of rey | which now a se 
body, and the peculiarity of which increases every year, Sir Charles 

zn is answerable. Tr the old building, which was manufactured 
out of St. Stephen’s Chapel, there was adequate accommodation for 
business men only. In that edifice those whose occupations compelled 
them to seek restoration at the nearest place were provided with a 
beefsteak or some cold meat literally in a kitchen, and nothing else ; 
the libraries were places where no one wished to stay longer than to 
make a reference. There were, we believe, no smoking-rcoms ; and ante- 
rooms, and lobbies, and writing-rooms were few and confined. The 
consequence was that members went to the House to work, 
and not to lounge. Now, everything is modelled on the plan o 
a first-rate club ? every possible facility is afforded for idling, an elabo- 
rate cuisine is established, and luxury in all its forms is at work on ou- 
representatives with its inevitable results. Tne business of the Legisla 
ture is fast dwindling down into something not far above after-dinner 
speech-making. Another ill effect, as we think, of the club-life of the 
se of Commons is that members of different sides become too 
personally intimate, and influences are constantly but imperceptibly at 
work which neutralise the wholesome antagonism.of party, and, in a 
‘way which may not perhaps be intelligible to any but experienced 
lookers-on, tends to increase talk and to diminish action. This sort of 
disquisition need not be carried farther, its only object om an intro- 
duction to what has to be chronicled of an unsatisfactory Parliamentary 
week, 

Taking up our record at the point at which we left off last week, we 
find ourselves running full against the discussion on the Galway Con- 
tract. The debate began quietly enough. Mr. Gregory, who opened, 
is remarkable for his gentlemanly demeanour, and, though an effective 
speaker and a hard hitter, is entirely devoid of bounce, never depends for 
an effect on loudness of voice or gesticulation, and, in short, although an 
Irish member and an Irishman, he has none of the characteristics of that 
which it is the fashion to call Irish eloquence, and, above all, none of 
the Irish accent. He made a most able and argumentative sp2ech, 
reminding one of that which he delivered in the debate on the Reform 
Bill last year, which, with thatof Mr. Massey, did more than anything else 
to smash that well-abused measure. His calmly-delivered sarcasms put 
Lord John Russell into a passion, and even stirred the dull current of 
Mr, Baxter's blood, and evoked from that old-young gentleman a speech 
which was simply astonishing, because, although we get from the 
member fgr Montrose, generally, solid sensible matter, such as his 
grave and staid countenance would lead us to expect, what we did not 
expect, was something approaching to bitternsss and a jocoseness which 
really sat on him without the awkwardness that might have been 
anticipated. The debate was dreary enough, and nearly lapsed more 
than once in the middle of the evening, bat when Mr. Disraeli jamped 
up with an air as if he could bear silence no lonzer; the atmosphere 
became charged with Parliamentary electricity, The manner and the 
temper of the chosen leader of a great party can only be described by 
suggesting the idea of a Corsican under the influences which make the 
moment of accomplishing a signal stage of a vendetta a joy anda 
glory. It was indeed surprising to hear him, of all persons in the world, 
talking of hunting a political Pm to death —he who is what he 
is by taking up that line when all others had failed. But he committed 
@ worse sin than that against good taste and good feeling when he 
cited Mr. Stafford as the victim of political rancour and persecution, 
for he made an elaborate blunder, which the puny seconding of his 
assertion by Lord John Manners ratheraggravated than not. The denial 
of the statement by two gentlemen well qualified to speak on the subject 
‘would have been enough, but the indignant personal repudiation by the 
so-called Conservative Mr. Newdegate, whose character as a man and 
a politician causes - to shrink from — with Sa 
fogging and sm: ay or i ps, as severe a blow as 
. received the first occupant of the Opposition 
benches; and the effect which it>had on the House could only 
be appreciable by those who witnessed it, The House had been 

ell for the demonstration which was so obvious by the 
of Lord Palmerston, who, as cool as a cucumber, poured out 
hot words and scorching sarcasm on Mr, Disraeli, knowing well enough 
oon We know from other sources 


that something like diso crept into the Conservative ranks, 
and that its existence is main! to dissatisfaction with their 
leader in the House of Commons; and certainly, on this ular 
occasion, there were indications t and revolt which were 
peculiar in their nature, but Well, a 

all, it is a pitiable condition for an army to have been forced to seek 
the leadershi of a mere soldier of fortune, and it is not to be wondered 
at that individaals, if not the whole body, sometimes show that they 


Parliament to reform itself we have had 

the utter, entire, and ludicrous inca- 
of Commons to compass the most 
its constitution there has been 
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beaten Ministry when they accepted a proposition of his to give a 
fourth member to the West Rung of Yorkshire. Such was the 
confusion of men and ideas in this Parliamentary free-fight—every- 
one for his own hand—that the monstrous offence was com- 
mitted of twice refusing to to Sir John Pakington when 
he rose, like the “ vir pietate gravis,” to set things straight, which 
before now has been done FS ahainitaring a dose of 

itude. To show how utterly reckless of time and business 
said that the whole of the battle from 


before ten o'clock, occupy- 
cy of Committee, which 
half an hour, postponed to another 
ined to throw away the Tuesday 
ings are still in the hands of private 


taken the unusual = 
course they were to adopt on the bill for the abolition of church rates, 
and the result was a “whip” of stringent severity. The coincidence 
of the first Drawin of the season was in their favour; and thus 
it =a that al meh in the early part of the day the House was 
very thin, yet by four o’ re There bap renee 
speaking, in most instances the tone being exceedingly g especi: 

in the case of Mr. Sotheron Estcourt, a somewhat eee but sensible 
and experienced county member, whose gentlemanly and conciliatory 
demeanour goes far to neutralise the defects of ajharsh grating voice, 
and an awkwardness of delivery, Lord Robert Cecil was brilliantly 
antithetical and sarcastic, and his speech might have one direct to 
the Quarterly Review as soon as he had spoken it. Mr. Harvey Lewis, 
the new member for Marylebone, was vered of his maiden speech, 
Somewhat to the surprise of his hearers, he broke out with a most 
decided br , and it was only then that one remembered rumours at 
the time of his election that he was an Irishman. He spoke very well, 
It is curious that a large metropolitan constituency should have Irish- 
men for its representatives. Certainly one effect of the arrangement 
is a thorough fraternisation between them. The pilot-fish and the 
shark are not more inevitable in their almost simultaneous appearance 
than are Lord way A Mr. Lewis. They always sit near each other, 
and if one leaves the House the other palpably becomes restless and un- 
comfortable, and soon follows, and in a short time they come in again 
lovingly together, and sit beside each other, suggesting the simile of 
“ twin-cherries,” or that of the Helena and Hermia of Parliament—a 
comparison sufficiently apt when it is said that both gentlemen wear the 
maniiest of beards. It is seldom that Mr. Bright has appeared to 
greater advantage than on this occasion. There was an excellent tone 
about his speech which caused one to be glad that the gentle bleatings 
of Mr. Hubbard were interposed between that address and the bottled 
thunder which Mr. Whiteside was evidently about to open on him 
when he concluded. The potency of Mr, Whiteside’s combustible 
materials, which depended on their being let off at a certain exact 
moment, was also much diminished by the fact that the House again 
deferred his speech to that of Mr. Stanfield. This gentleman has 
somehow sprung into a sudden Parliamentary reputation, probably 
because his speeches are as little like those usually delivered in 
Parliament as it is possible to conceive, This time, at least, the 
speech was quite in the ‘‘ My-name-is-Norval ” style, delivered after the 
fashion of a jeune premier who has undergone a severe theatrical 
training. 

But the great event was the division. The cries of “ Aye” and 
“No” when the question was put struck the ear with remarkable 
equality. The time occupied in going into the different lobbies was as 
nearly as possible the same, and the tellers reached the table with the 
numbers almost at the same moment. When the figures were written 
down Colonel Taylor cried out “A tie!” and a burst of — 
accompanied by clapping of hands, came from the Opposition, It 
was some time before the announcement could be made, because 
as Sir John Trelawny, the mover of the bill, was seen to 
take the paper in his hand, the Liberals broke out into a 
shout of triumph—which, as the numbers were equal, was some- 
what premature. The unusual duty of giving his casting vote 
which devolved on the Speaker was ormed by him with a 

romptness, a dignity, and a judgment which took most of those who 
him by surprise, as the right hon. gentleman on ordinary occasions 
is rather hesitating in his decisions, The practice of the Speaker 
giving his casting vote — @ measure is founded on an obvious 
principle of justice, which was well expounded on this occasion, for 
when the differen ce of opinion in a House of 548 members on a question 
is such that 274 vote each way it is clearly a case for affording an 
opportunity for its reconsideration. That opportunity will therefore be 
given to the Church-rate Bill, but not till next Session, At any rate, 
the occurrence of that which is familiarly called a “tie” on a division 
gave a novel sensation tothe jaded Parliamentarians of all denominations, 








IMPERIAL PARLIAMENT, 


HOUSE OF LORDS,—Monpay, 
The Edinburgh Assessments Bill and the Excise and Stamps Bill were read 


a second time. 
she Peas Seen Seeendon Bl, and come other bills of minor importance, 


THE GALWAY CONTRACT.—The Marquis of NORMANBY questioned a 
statement of Earl Granville as to the nature of the communication made to 
contract, which 
part, and which 


HOUSE OF COMMONS.—Monpay, 
The H ¢ into Committe on the A Ppropration of Seats (Sudbury 
bans) B sesmaned t third clause. 


i 


three of seats eee ee Se sere Government took 
time to consider of the amendments they su and they had 
come to the conclusion to support the motion to give a member to the 








[Jone 2, 1068 
to correct a mis-statement as to its population being 26,000, whereas 
exceeded 38,000. Hitherto Burnley had stood first in any bills which had boon 


brought forward for extending the constituencies since the original Reform 


Siecumion, the motion to report progress was withdrawn, as was 
an amendmen’ ‘of which notice had been b 
Sir J. Graham, the effect of which would to strike the werd cevunig oak 
Sir G. GREY 0 to it, . 

- ey ae adding to the diffcalty which already existed. 


Mr. KNIGHTLEY moved an amendment the i 
att ber forthe county ot M ‘ effect of which would be to give 

iscount that, after the West Riding of Yorkshire, the count 
of} Middlesex had the best claim to an additional memter, many qouation with tne 


Sir Paxsporod that the eae at 
West Riding was not pel tnelin q = giving another member to the 
aed = os tet oe oe =i : hree 
Cc reed 
members to the West Riding and South Lancas > oe 
Mr. DISRAELI pointed out that an opportunity would be afforded for assert- 


: 


West er member. He should o the 
amendment giving a third member to Middlesex, as he objecte! to the sy: 
of giving three members to a constituency. 

On a division, the amendment was lost by 236 to 188, 
that the clause giving a member to Birkenhead 


shoal be . the 
01 to mn that the proposition to give four members to 
the West of Yi , the riding being divided, should be acceded to. 


orkshire. 
ptr, AYRTON protested against the four members being given to the north of 


. DISRAELI said that the which had been made had so 

pe an ap Le ay of the by ek yoo at progress in 
reconsider questions ‘2 suggested t the West Ridi 

and Middlesex should be divided, and the four members disposable divid: 


between them. 
After a long and desul discussion, clause 4, giving a member to Birken- 
head, was put, and on a di hag hs poh dt 63 to 26. 
The other clauses were agreed to, the House resumed. 
MISCELLANEOUS, 
The House went into Committee on the County Surveyors (Ireland) Bill, and 


some progress was made, 
mt. Exchange and Promissory Notes (Ireland) Bill was read a third 
were advanced a stage. 


Other bi 
HOUSE OF LORDS.—Tvespay. 
The Excise and Stamp Duties Bill passed thro: Com mittee. 
R. - Government Hospital Bill passed through mittee after a brief dis- 
cussion. 
BANKRUPTCY AND INSOLVENCY BILL.—On the motion for the third readin: 
discussion in the 


of this bill a arose, 
that an assurance would be given on the part of the Government that the 


amendments would be or, if were questioned, that ample time 
should be given to their Lo: to the ns made by the other 
House,—Earl GRANVILLE to pledge to the acceptance of 
amendments, al! tted the care and impartiality with which the 
Commi acted.—Lord OVERSTONE and Lord LYVEDEN both 


0 
expressed their approval of the amendments, especially 
out the provision creating a Chief Judge.—The LORD CHANCELLOR expressed 
his continued opinion that the nseasure could not work without the appoint- 
ment of some such functionary.—Lord CRANWORTH, as the member of the 
Committee to move to strike out that particular clause, expressel a very 
decided opinion as to the uselessness of such a Judge; in which Lord 
Wensleydale concurred.—The bill was then read a third time and passed. 


HOUSE OF COMMONS.—Tvespay, 


A resolution on the East India Council and High Courts of Jlicature 
(Salaries) Bill was agreed to in Committee. 

HARBOURS BILL.—On the motion for going into Committee on this bill, 
the object of which is to enable the Government to advance money for the 
purpose of forming harbours of refnge, and for abolishing passing tolls, and 
granting compensation for those imposts,a discussion was raised by Mr. 
LINDSAY, who drew attention to the alterations which had been made in the 
bill since the second reading, and especially in reference to the question of 
compensations.—Mr. THOMPSON having moved that the bill be roferred to a 
Select Committee, that motion, after debate, was withdrawn. The House 
then went into Committee, and clauses up to 6 were agreed to. 

THE CAMILLA.—In answer to Mr. Wyld, Lord C. PAGet said that the 
accounts received the Admiralty placed the fate of her Majesty's ship 
Camilla beyond a doubt. There could be no doubt that she had been lost in 
the Japanese waters in ber last year. 

BLONDIN’S PERFORMANCE.—At the evening sitting, Sir G. C. Lewis, 
referring to a question put to him on the previous day respecting the per- 
formances of M. Blondin and his infant danghter at the Crystal Palace, read 
a letter from the secretary to the company (in answer to oné by him) inti- 
mating that that portion of M. Blondin’s performances would not be repeated. 

DENMARK AND SCHLESWIG-HOLSTELN.—Lord MONTAGU moved an 
address to her Majesty praying that she will take such measures as might be 
necessary to prevent any foreign interference with the ancient hereditary 
rights of succession in the kingdom of Denmark and the Duchies of Schleswig- 
Holstein. The House was counted out while the noble Lord was speaking. 


HOUSE OF COMMONS.—Wepnespay, 


CHURCH RATES, 
Sir J. TRELAWNY moved the third reading of the Church Rates Abolition 


were as many originating with the eS mer ape as on his side of the House ; 
and, in fact, compulsory payment of church rates had now no afvocates. He 
had made many efforts to bring abont a compromise between the ——s 


side 
Bennett. He was to issue on the question that the 
nationality of the Ch would not be ed by the abolition of church 
rates. He was inclined to think that this would be the me that House 
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Mr. STANSFELD that the question now was one of policy, and the 
method of attaining <n od on we . 
pee OS So Ss Sees ees Cees ee 


Mr. WHITESIDE, ha criticised the speeches of several preceding speakers, 
contended that this q' could only be practically settled by an equi 


For the third reading oe oo ee o 274 

Againstit .. ory - oe o . 274 
EAKER said that if the of voices had arisen in an earlier 

at measure he should doubt have followed the ordinary 


i 
& 
cE 


HOUSE OF LORDS.—TuuRrspay. 
This being the of her Majesty's accession to the throne, thei! 
te A elm el ajesty’s ne, their 
HOUSE OF COMMONS.—THuRsDAY. 


CHURCH RATES.— Mr. CROSS gave notice that on Monday next he would 
move for leave to bring in a bill to amend the law of church rates. 
THe BANKRUPTCY BILL.—In answer to Mr. Vance, the ATTORNEY- 
Lords’ amendments 


GENERAL said be had not yet ben to consider the to 
were considered in a Select Committee. 

Mr. KING —Mr. LAWSON asked the of State for the 

cocker © wes tone es ee was on the 

12th of June committed to the House of Correction — 





mendation was made to the Crown for the exercise of the ative of pardon, 
and he was reluctant to enter fully upon a matter of nature. He might 
state to the House that Mr. Harmer was brought before a in London, 


and charged with having created a disturbance at Cremorne. He was fined by the 
magistrate, after a remand of a week, bail having refused by the m b 
which led to his imprisonment for five days, The magistrate thought that a second 
information should be laid for resistance to the police, a course which the 
police authorities did not think necessary, and the magistrate convicted on it, 

application was 


i 


and sentenced Mr. Harmer to ten days’ imy nt. 

madeto him (Sir G. Lewis) on account of the unn length of the 
imprisonment, and it appeared to him t after he had two days’ 
imprisonment on the secon the justice of the case had been suf- 


ficiently met. . 
THE TEMPORALITIES OF THE POPE,—Mr. GRIFFITH asked the Secretary 


as from Baron Ricasoli was authentic, in which, without the 
report, he is stated to say, “ I am confident we shall checkmate all 

My inflexibility and calmness are equal to the right which I defend.”— 

J. RUSSELL said that, with to the jar 

Heckeren and his proposition, the Foreign had received no information ; 
but it would not be a complete answer if he were not to say that he had 
received epee from the French Ambassador in London 


ve. 
East Inpta CounctL RILL.—The House then went into Committee on this 
bill, the discussion of which lasted the remainder of the night. 


GLEANINGS FROM THE CENSUS RETURNS. 
THE number of English emigrants from the United Kingdom in the ten years 
between 1851 and 1861 was 640,210, and the number of registered births over 
registered deaths in the same period was 2,260,576. This would leave an 
increase of 1,620,366, but the actual augmentation enumerated on the 8th of 
April was 2,134,116, showing that 513,750 births must have passed unregistered 
in the ten years. 
The tion of London is nearly equal to that of the twenty leading 
towns having a population of 70,000 and w Bolton, Bir- 


The di of a K.0.B. has been conferred 
Dufferin, the member of the late 

The annual meeting and festival of the Soldiers’ Daughters’ 
Home took place at the Home, Hampstead, on Tuesday. 

The Thmarteh Baporter announces the death of Mrs, Smith 
O’Brien, wife of the agitator. 


Sisters Amandine and the superior and infirmary 
attendant of a convent at have been sentenced, the former 
to six mon and fine, and the latter to one month and 

, for concealing and {ll-treating an nun. 

DEATH OF bi Suaess-conme Bunonenten—The death of 
John Murray, of Sark age of sixty-three 
years, . M (aye ois ee ee 
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THE WEATHER, 


RESULTS OF METEOROLOGICAL OBSERVATIONS AT THE 
KEW OBSERVATORY OF THE BRITISH ASSOCIATION. 
Lat. 51° 28’6" N. Long. 0° 18’ 47" W.; Height above sea, 34 feet 





DAILY MEANS OF THERMOMETER. 


wip, 





ture of 
the Air. 
q 
Relative 
Humidity. 
Amount 
of Cloud. 
Minimum 
read at 
Wan. 
Maximum 
read 
10.4, 
Movement 
2% hours. 
HE 
as 
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Inches.| ° bg 0-10 e ° Inches 

12 | 30°155 | 58°8 | 54-2 8 | 552 | 67°5 SSW. SW. | 304 | -000 

13 | 30°153} 652 | 50°3| *61 741 | SSW. ENE. E. | 371 | -000 

14 | 30°016| 67°8 | 57°2! -70 | 1 | S71 | 75°9 E. 497 | 000 

a 15 | 29°959 | 68°1 | 57°0 3 | 583 | 77:3 E. ENE. 422 | -000 
1/16) .. o | es ee | 564 | 727 +e + | *000 
17 | 30°037 | 59°5 | 52°5| *79 | 1 | 524 | 69°7 ESE. 000 

18 | 30°048 | 62-2 | 541) 76 | 5 | 490 | 734 | E. ESE. 279 | 000 























Barometer (in inches) corrected... | 30147 | 30°1 30-047 | 29963 | 30-023" | 30-050 | 30-068 

Feobestunst Srojontion =| fre] gwe| ae] we] Se | wel See 

Directionof Wind = ssw. | ssw. cs 8. NE, BNE, Eg 
* Attenam, 








WILLS AND BEQUESTS. 


The will of the Right Hon. Lady Elizabeth Tollemache, of Chesham- ‘ 
Belgrave-square, has just been proved. Lady Tollemache was the relict of 


he, Esq. 0 eae ee en 
legatee, and to whom her had beq the whole of her y 

being no legacies or bequests of any kind. Her Ladyshlp diet at 
ony = the 13th of May 


a large family, amply provided for, the daughters having formed 
will of De Lacy Evans to 


Amington Hall, Warwick, wep geeess Se London 


The executors are the relict, and 
Esq., theson. The personalty 
February 21, 1837, in which he has left ee, beth real 


was sworn under £6000. 


which he had the control, to his widow for 


expresses it, of my cannot 
The will contains no other Ss A ow General Repingto: 


being the son of the late Sir W. P. A’Court, formerly M.P. for Heytesbury, 





n is highly connected, 


and brother of the late Lord — wg , and succeeded to the estate of 


Amington Hall in 1855, on the 


. e 
Charles H 


brother, the 


Cambridge, and late M.P. for Wilton. 


The temperance societies of the m 





late Admiral A’Court 


enry Wyndham A’Court Repington, Esq., B.A. of St. John's College, 


lis, amalgamated for 


the occasion with the Phoenix Lodges, held a féte on Monday at the Crystal 
various of the 


Palace. Meetings were held in parts , at which 
were made tem; acdvocates.—— 4 oy my Hd 
Orystal Palace last Sat Y, co in addition to former feats, his 


of the visitors, when he fell heavily on the gravel walk, and was con- 
veyed to an hospital in a state affording little hope of recevery. 
A om who, under the initials “G. 
to 


barometers 


fund. 


At 


the National Life-boat Institution, to 
at its life-boat stations, has just given £100 


H. K.,” gave last 
assist it 
in aid of its 


the present heavy demands are made ofl the society for life- 
dines tit conallieeen different parts of the coast. 

Cost OF THE “ ENCYCLOP2ZDIA BRITANNICA.”—The London 
it of the Jnverness Courier, wri of the dinner lately given by 





a prodigious 


on. * a total 
sum to spend on two editions of one work.” 


rresponden 
Mr. Black, M.P., to the contributors of national work, says:—*‘ As 








MONETARY TRANSACTIONS OF THE WEEK. 


(From our City Correspondent.) 


NOTWITHSTANDING the favourable accounts which have arrived from most 
ee ee ae in reference to the general 
crops, 


average scale, all National Securities have ruled inactive during nearly 
the whole of the week. In prises, howover, no change of tmpertunce bes tana 


that the imports of the metals 





appearance of the 
have continued on a 


place. 

In all quarters there has been a good money, and the rates 
of discount have been well supported. The lowest quotations for the best 
commercial bills are as follows :— 

Short Bills toy | Four Months’ Bills .- 64 
Three Months’ Bills.. 5] to 6 Six Months’ Bills = 6 te 

The supply of capital the Stock has not increased, and the 
quotations on the of Consvis are 5 to 54 per cent. 

About £150,000 in has arrived from tinent, and over £200,000 
has been disposed of to the Bank of exports have been hea’ 
viz., £239,113 to New York, and to India and uding 
£100,000 on account of ¢ t. 


share, free of income-tax. The dividend of the South Australian Land Com- 
Vee ee eee 
On toa te ply ab yg tat ee} 
or Indian it was stated that the New Indian Loan of 
Fagan boy Spy Led iy yng SO A Bank 
yee EO, » were 89§ 90}; Ditto, for t, 
909 4}; Reduced Three ta, 3; New Three per Cents, 89 § §; 
Long Annuities, 1885, 15§ ; Exchequer June, to 3s. prem. ; I 
Five per Cents were LS ke -s — The dealings on the 
following day were much restricted :— Bank was 231 ; Reduced and New 
Three per Cents realised 4; Consols, for Transfer, 90 899 ; Ditto, for Time, 
poe 35 Exchequer Bills, 7s, dis. ; Ditto, June, ; India Five per 
Cents marked 4 2; Ditto Bonds, 12s. dis.; the Five Cent Ri 
Paper was 4; and the Pive-and-e-Half per Cent Ditto, 100). On the 
lowing day business was extremely ey no change of 
moment was noticed in oe = were 89} |; for Account, 
et aa Oe 
The Five per Cent India Stock was ‘ ‘ po enfaced 


i 


if 
f 


declined. 
the Reduced and the New 
prem. Bank Stock sold at 230 to 231 
The business doing in the Foreign House has been very moderate, and, 
some 4 —— Ag oy --~ a 
speaking, however, alterations 
have been 
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have 
London have marked ; Chartered of India, Australia, and 


if 
t 


F 
ib 


Uni 


; Joint-Stock, 31§ ; Oriental, 46 ; 
91; Union of Australia, 39}; aud Union 


are as follows :— 
London 


quotations for shares in new undertakings 
Insurance, 3§ to 3§ prem.; Thames and Mersey Marine, } to 
Marine # i 5 Fete tinetad 


> versal '» , 
dis. to ; Natal Land, 4 to § prem, ; China and Japan Steam, H 
oa tk Ton fis hoon: ‘ . state 
Only a moderate Government 


ities. 


has been passing in Colonial 
Six Cents have sold at 111; New Brunswick per 


Canada Six 
Cents, 108; New ae § ks Five per Cents, 1888 and Upwards, 993; and 


Victoria Six per Cents, 105}. 
The Miscsllancous Market hes been devold of animation. Australian 


done at 32; Crystal Palace, | Bloctric Telegraph, 97 ; 
: tto. 





cultural have been 

English and Australian Copper, 3}; Great Ship, #; Ditto, teen-and-a 
Half per Cent Preference, 3 ; ital Gas, bi River Land and Mineral, 
53; Sea h, 173; al Mail-steam, 48}; Scottish 
A Investment, 1284; South Gatealion Land, 344 5 Van Diemen’s 
Land, 9}; East and West I Docks, a) wanton, 8s it. Katharine, 62 ; 
Waterloo Bridge, Old Annuities of £8, 3p ; yauxhall, 204 ex div.; East London 

rand beth, 103. 


There has been only a moderate business in the Railway Share Market. 


Jun 82 


ction, ; Caledonian, 
Great Northern, 109 ; Great 
London Brighton ; 


South-Western, 


95; 
121} ; Ditto, New, 14; North 
af ; Ditto, 


Leeds, 6 
: ; South Wales, 


redeemable 
and hton, 1149 ; 


RITISH POSSESSIONS. 
and South-Eastern, 54; Cape Town and Dock, 83; East L 
ndiar Peninsula, 98} ; Great Southern of India, 96 ; 2 a 7 


week, however, very little has taken in the quota- 


estern, 
; London and oe een oes 
British, 634; North-Kastern—Berwick, 105: 
ork, 934; North Staffordshire 12}; South- 


Great Northern 
cent prem., 111; Ditto, B 
Dover, 


lidated Four per Gent, 93 ; Ditto, G.N.E. Purchase, Berwick Capital, } prem. ; 
South-Eastern Pixed Four-and-a-Half Cent, 99 ‘ 


Bombay, Baroda, and Central India, 97; Calcutta 
; ndian, 1003; Great 





py ented pubiie deposits of ~ ia ‘a £159 a 
An increase of other deposits of “ : Ps tori 
No change in Government Securities. 
A decrease of other securities of . 144,917 
An increase of bullion of . ° 
An increase of rest of os ~- 7~ 9,388 
An increase of reserve of ee ee ee ee 543,109 
The total circulation is now £19,743,718 ; public deposits amount to £7,855,633 ; 
and private deposits to £11,082,951 ; the securities are £29,532,503; and the 
stock of bullion is £12,395,793. 
THE MARKETS, 
Corn ExcHaNGe (June 17).—Alt onl limited supply of Eoglish wheat 
offer here y, % Somme tor lt take soled - 7 further decline in the actations 
of 2s. per quarter. F wheat—the show of which was extensive—moved of heavily, 
at ls. to 2s. per quarter less money. cargoes were freely off.red on lower terms. 
Both English foreign was a dull sale, at previous cur: very little 
as at rates. Oats moved heavily at 64. to Is, per quarter less money. Both 
an "ar" marks to-day wae In the value of flour very little change took place. 
June 19.—Oar was heavy for wheat at Monday's decline in value, AU 
Enplahe Wheat, Kats and Kent, red, St, 156i. ; ditto, white, Sie, to Guar Norfoll 
and Suffolk red, 34s. to 63s. ; rye, 328. to 37s. ; ig barley, 238. to 29s. ; distilling ditto, 
Won; Lincoln and Norfolk malt, 53s. to 72s.; browm 


= , 16, 16 per cw, ; brown inasiard seed, is to lo 
cakes, English, £9 10s. to £10 10s; ditto, 4 Pi 10s. to £11; spe cakes, £5 0s, to £5 
wie per ; seed, #68. to Sés.; white - 
amuheu not whesten bread in the metropolis are from 8)d. to 94. ; of household 
imperial Weekly Averoges.—W heat, 53s. 9d. ; barley , 348. 34. ; oats, 25. 2; rye, dla M.; 


beans, 44s. 3d. ; peas, dls. id. 
The Six Weeks’ Averoges.—Wheat, Sts 8d. ; barley, 34s. 9d. ; outa, 25a. 4d. ; rye, 34a, 14. ; 





Sugar.—No further bas fn the quotations restricted 
to comparatively Parcels. West India has realised 32s. 6d. to 40s. 6d ; Mauritius, 34s. 
to 42s. per cwt. Floating cargoes for the Continent have sold at Refined 

are a dull Inquiry, at Ws, to 50s. 6d. per owt. for brown lamps. 

Coffec.— Good and fine samples have commanded a steady full prices; bat other 

ptions have moyed off heavily, at tarely 

Rice.—The ig much i, and the quotat have given way fully 34. 

visions.—Most kinds of Irish butter are a dull + at about 
parcels extreme rates FY~ AG -- $A Engl = 
su Jast week's currency. bacon market is inactive, yet prices ru‘e steady. Hama 
eles Garand och resected, and ries bare «droping tendency. PY. 
— ve a 
the 53s.; and ‘3d. per ewt. Rongh fat. 2 Shel a. 
—Linseed oil in fair request CL tT olive, 
and some other oils on er terms, American turpentine, : 4s. 
per, P 
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SOOTCH SEQUESTRATIONS. 
7. M‘HARDY, tronmonger.—@. F. RUTHERFURD. , Wine merchant — 
T. bide .—T. BALN, Edinb 
mr Ten — oer noar ah 
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THE ASCOT CUPS. inte 
Ir has been said of testators who will persist in making thes ont 
wills that they are “inexhaustible in their devices for puzaling 


guild of the silversmiths 
more — kind. No trace of the 


Bay: “wooden bell 
ad with flowers” remains, except at 


aisley, where the silver 








THE QUEEN'S GOLD VASE, 


bells are still annually challenged for; and the fashion up to | 
1837 ran in favour of massive gold goblets with two handles, or | 
tankards with one. The old judges’ chairs contained a little projection | 
on which they could be placed, to animate the heads of county | 
families who were wont to throng the cords with their four-in-hands in 
those “good old days” when grand stands were rare and saddling- | 
paddocks unknown. At Doncaster the stewards used to furnish one | 
of these goblets out of their own pockets; but it was carried round 
the room with the lid off, at the Race Assembly, by the clerk 
of the course in his best white kids, and the five-pound and 
one-pound notes which were put into it went far to lighten the 
Seton of the stewardship. ‘o bear home such a trophy for 
the family sideboard, and if possible to keep it in the wy « was a 
feat of high emprise when racing was for love rather for 
lucre; but still one of these very Doncaster prizes had many ups and 
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THE ROYAL HUNT CUP, 


downs, and was seen in the later part of its career dragging out a 
chequered kickabout existence in the cabin of a Hull coal-smack, 
Some of them within the last ten years have been sold or pawned, and 


run for over again with a fresh inscription, and not long since one of | 


them was taken quite out of its original line of business, and presented 
to an ex-Mayor “as a tribute to the uprightness and suavity, &c., 


which had marked, &c.” 

It was, as we have already said, about 1837 that race stewards began 
to quit their beaten track. Tord ‘Geo Bentinck gave them the cue 
by presenting a golden shield to berun for at Goodwood, and in er 
paration for that race the renowned Bay Middleton broke down. is 
stirred them up in the north; and, true to the leanings of thé district, 
a silver coal-waggon, capable of holding two decanters, was given at 
Newcastle, and most ay won by Beeswing. Then began 
that long succession of silver groups, for which our moulders have 
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THORMANBY, THE WINNER OF THE ASCOT CUP,—SEE SUPPLEMENT, PAGE 596, 





ae 


rincipally drawn their inspiration from the finest passages of Chaucer, 
Bir - Scott, and Wordsworth, or the scenes of sylvan and desert life. 

__ Ascot has always been especially famous for the taste with which 
ee me ee, eet De yore are not unworthy of their 
forerunners, er Majesty’s Vase, w was won by Mr. Savile's 
Parmesan, or “ the Sweetmeat Pony,” as he has been termed, beating 
Silverhair and six <x es designed and modelled, along with the 
Ascot Cup, by Mr. W. F, Spencer, and executed Shay ee ag: ge 
and Co., of Panton-street, It is in the form of a flagon of the 
Elizabethan style, with a chariot -race on one side of the body 
and the Royal arms on the other, The Cup, which fell to Mr, Merry’s 





THE ASCOT CUP, 


lot with Thormanby, embodies repose instead of action, and consists of 
two Circassian warriors preparing for rest by the side of a fountain ; 
and, as if to keep up the unities, the “ Death of Fitzjames’s Horse ” is 
the subject of the cover-group on the Royal Hunt Cup— 


Woe worth the chase, woe worth the day, 
That cost thy life, my gallant gray! 


This vase, which has gone into the Earl of Portsmouth’s family through 
the agency of his Buccaneer by Wild Dayrell from Crniser’s dam, w 
cut down a field of thirty-two for it, is a silver vase in Italian form, 
with ornaments of a hunting character on the foot and body, and elabo- 
rately gilt. On the cover being removed it forms an épergne for the 
centre of the table. It was executed by the firm of Hunt and Roskell, 
of New Bond-street, for whom it was designed and modelled by one of 
the éléves of their manufactory, Mr, Archi J, Barrett, 
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NEW BOOKS, 


13, Great Marlborough-street. 
URST and BLACKETT’S NEW WORKS. 
HENRY IV. AND MARIE DE MEDICI. By 


Miss FREER. 2 vols., with Portraits, 2is, 
JAVA: or, How to a Colony. By J. W. B. 
ONEY 2is, 


0: 
SCRUTATOR. “ Scrutator’s best Times. 
MEMOIRS OF ROYAL DIES. By EMILYS. HOLT. 
A BOOK ABOUT DOCTORS. ByJ.C. JEAFFRESON, 
New and cheaper Edition. 10s. 6d. 
UNTER THROUGH THE WEST END. By 
LEIGH HUNT. 


THE NEW NOVELS. 
UNDER THE SPELL. By the Author of 
“THINKING AND ACTING. By a Clergyman’ 
° a B 
Daughter. Author of H Lipday,* te. 4 x 
ICEBOUND. By WALTER ORNBURY. 3v. 
HOM 3; or, A ’s Inner Life. By M. 
', Author of “Jabob Bendixen.” 3 v. 


June 29, price 5s., illustrated by J. E. Millais, ARA., 
OTHING NEW. | By the Author of ¥ John 
Pe Gentleman, ym! Vol, 17 of URST 
Now ready, with Coloured Title, pp. 320, 5s. cloth, 
OMETHING FOR EVERY BODY; AND 
A GARLAND FOR THE YEAR. A Book for House and 
ome. By JOHN TIMBS, FSA. Author of “Curiosities of 


," &e. 
ConTENTS :—The Year; its Memorable and 
Events—Pall-mall ; the Game Sn BO ot Bracable. 
‘Whitebait Arts and Customs—Gleries of a 








Lockwoop and Co., 7, Stationers’ Hall-court. 








B 1-68.82 0.2? Bias As ee, 
A Legend of the Mouse Tower on the Rhine. With Twelve 
Tiustrations by V. H. DARWIN. 

London ; HAMILTON, ADAMs,an@dCo, Derby: J. A. Rowbottom, 














Fourth Edition, just published, price 2a, 6d., or by post 32 stamps, 


ISEASES OF THE SKIN; a Guide to their 
; illustrated by Cases. By THOMAS 
for Diseases 


Just Seventeenth Edition, 8vo, cloth, 16s., post-free, 
OMCOPATHIC DOMESTIO MEDICINE, 


OF PS KATE SA, Ue germs a 


: 
| 











8vo, bound, Second Edition, price 5s., free by post, 
OMG@OPATHIO TREATMENT OF 


Recipes for which 


be safely taken by Ld from either of these inte 
Learn and Ross, & St. Paul's-ch-yard, and 9, Vere-st., 





8vo., bound in cloth, price 10s. 6d., free by post, 

OMCOPATHY AS APPLIED TO THE 
DEERASES OF FEMALES L 4! MECSE, 
“Lair and hos, 88 Foultrch-yar, and t; Vewat, Os — 

Just published, post Svo., cloth, price in, free by post, 
OMCEOPATHY.—DISEASES OF THE 
HEART and : their Treatment. @. WYLD, M.D. 
MPERFECT DIGESTION: ITS CAUSES 
AND TREATMENT. By A. LEARED, M.D. Seoond Ed. Sa. 64. 


cry practical spirit and popular 
a Lh OF New Burlington-st. 


A 








PURE MIND IN A PURE BODY, 

that is health, The Anti ie Treat On Indi fi 

Ne Low Spirits, Ulceration and Irritation of the Mucous 

—— ptive Symptoms, Asthma, Scrofula, Chronic 
W. Owex, No. 10, Regent's Park-road, London, 


GILBERT'S 5s, BIBLE (Net), good 





readable type, morocco, with 
Tura with baat ings and coloured Maps, is a 
Serv Books, and for Presents, to salt all 
wary Galbets Showroves, 16, © nC 


Is, discount off all'books for 
FAMILY and POCKET BIBLES, 


riven got Se ci Pais 














Wy sooua STATIONERY.—Patterns free 


Newest and 
P. and 


VERY COUNTRY RESIDENT should eend 
Sr Fe a SEAORENE. Bod pos oats” 
paid on eders over 90s, to any part of B 4 


™ and 2, 














e “By far the and cheapest stock. 
LEGANT PRESENT 8, 
from 5a. 64. 900, 
from 2, 64. 64, 


ae 
ae Od 





GOTTO, sand 35, 

WY BAZ Pal THis Oost TO PRINT? is 
a to men, charac 

tobe intr : 2 








OYAL ASYLUM OF ST, ANN’S SOCIETY, 
Home, Main- 


other Us 
CHILDREN of PARENTS 0! PROSPERITY. 
The NEXT HALF-YEARLY ELECTION will take place on 





\ONSUMPTION HOSPITAL, BROMPTON, 
TWO HUNDRED 


& IN-PATIENTS and some 
ery: under treatment this 








RNAMENTS for the MANTELPIECE, &c, 
Groupe Santina, Varn Re fn Paina no | Tnglith and Foreien 
Novelty ype 
ALFRED B. PEARCE, 23, Ludgate-hill, E.C. Established 1860. 


[)SEB,_ DESSERT, BREAKFAST, TEA, 
and TO. SER —A large assortment of new and 





‘VICES. 
Patterns. Also a beautiful variety of every 
Glass. The Stock is well salected, and saised for 
First-class taste—low 
ALFRED B. PEARCE, 33, Ludgate- hill, BO 1860, 





NERS’ £2 2s, D 
RORERE 42 = DUNES SRY HCR 


















































HE NEW COVENTRY CAMBBIC 


is sold by all Drapers in Uniked Kingdom. 





Morning and Promenade in Foulards, Grenadine-de-laine, 
Barége Anglais, and Mohair, Gauzes & Crystal, with 
Boursous tstartned - raced 


en suite. 
New and Fasbionable Mantelets, in Egyptian Foulards, Tussor 


and 
All the oulards, enn Gey Sino Aapnte that ented. 
Moire Antiques in variety, and all the new Silks the 







































































of 
Breakfast, dessert, in equal at the poe 
ADDITIONAL FONDS ey will gently REQUIRED for this the | ont win ug peng able gigs of etn any and ; of Ay years, wil wer Ae p any my 
only Homeopathic Flomital in the metropolis and 45 ‘berand, Established 109 yearn compara of te | DOUBLE D Sk TABLECLOTH, with 
SSS Sete abecess, Mena |e ote and tot wie a ings In width from f $0.34 yori? 
9 sheeting ; buckabacks, medical, 
Fe ODN JOT STOCK | OL mea remrcnrmenceryemmenee | Seemang merean. Srpaetot me 
Sheba, ht ot Batht o DUReaE untae ca | Mine: Sreentny ot Peace ere tee | ae 
that Bank, for wie, Chey Wil inte Lettor ot tres of charge, | Majesty), exabllahed 109 years, 58 Strand, Gkacreres Wie ILKS, Ri Plain, Stri and Checked 
ingorant ae of Mieka Pandoes, mney We OH | 7) SLER'S GLASS CHANDELIERS, | tries Bice ateaees 
eee caime Tnllen Revelation. oo Wall tnd Mantelpiece Lastres for Gas and Candlen | above £5 of fifty years, Carriage paid upon amounta 
R. EDWARD HUNT is favoured with om Sarin Ser 3e panene, Some 2 ite, 
to SELL, BY AUCFION, at the CITY COM: ‘eres ard a fais Sure MABBI4GE TROUSSEAUX and INDIA 
PA OS 2th, and THURSDAY. the 27 of June ins’., at Bi Hspor, soa Puriahing Orta ; rt solicit an inspection of their extensive and reckeehé Breck tae 
corscing Works by, the following pm af BO Stentaghne Memenen tod Oxfont-stret W Dining Parisian tate with chat excellence and durability of material 
Perugino, Orizzonte, pa ng — Manabe! 1 _— iL Wignesceen Woe ee eee @ Gey yan 
fi Siaaploe Fics and various 
cfg tema works ot ar snd bth. “Onn four aye Prior to Fo° ® X12 U 2&8 B| [ADIES WATERPROOF TWEED CLOAKS 
the Auction Mare at Mr. Hunts Office, Upper Sy ; and at o eee a ies Capen a yer p> Dee 
Salerooms, as above. Ens EXE OS, E. and W. PHILLIPS, 37, High-street, 
OARD AND LODGING Sey ee lan DU RON Of UTC | | ADS, UNDERCLOTHING.—A 
TWO BOARD —Pustionlars on personal application, or by letter, iy 0 J and rica Catal ° 2. Drawers, Vests, 
to 8. V., Mr. Keble's Livrary, Margate. ss forwarded gratis and post-free on application. RVHITELOCK and 808, 166, Strand. 
ERATED BREAD PLANT FOR SALE.— 91 to 95, Oity-roed, ball dl ete esata coal 

To be DISPOSED CONT EE Pe BY AT ee 
Sees gee Ge ee | BO Beata OB _® | VALBNOINNES LACH, mode with grin 
Pook, Frean, aud Oo., Biscuit Dock. | &® solicited to INSPBCT the STOCK in the Metropolis durable, yet sold at one-tenth of the price. ~~ 

SE. Pan 8 nw "SGAKER and DOWDEN, Upper Pm god eg 

WELVE-GUINEA BASKET CARRIAGE, : ~~ W IDOWS’ CAPS, Head Bonn 

boat shape, with wood to bottom, suited to all and no ii U R m awe ee ot What Collam, fc. tn every material, and ealted to every 
or drawing — two stamps, by Mr. STABEY, > Gis. CREATON, Showrooms inot a Shop), 110, 

Pend BEYFUS, Regent-cireus, W. 
UBS ANNIBILATOR, or Vapour Fire-engine. AUTION—SMEE’S SPRING MATTRESS, [Anim LINEN cuo-thind | less than the 
Frise Et and upward reat a Swelling, y A Futons, of Semnler anly, NOMS 'S 20, the Zouave Jackets, various 7s. 6d. 
Toad re, dn wad Fy . — 
W. FctHOMAS, snd, 00:8 PATENT | Tries menselaerce meigecaer tn mime, | ‘tracy fue ie ean vet 
the most ccatteesiion, on shows ty Sousttun yore’ on a = REDO OF [ig the Cireus, Oxtord-ctrest. intents’ ties, Comeene tine 
perience latest additions and improvements. For rapidity Size No. | for Bedsteads 3 feet wide 25«. 0d. aie. 
eretunrivallcd, ‘he suitching. produced is alike on both sides of the ST eR ABIES’ TES, 
pt a eae ge SS aioe as | Sateen, Fence ae aimee | BB anne ee 
Reeaniecset Oy «era tin tad lun in ae Sing Matt tar din. WO TATION a Sal et 
LOck-StitoH . SEWING MACHINES, E SOMMIER ELASTIQUE PORTATIF.— HRISTENING ROBES for PRESENTS. 
en a toe tee HEAL and SON have a method of making a 2} guineas ; Christening Caps, 1 guinea ; Babies’ Cloaks, 
Recommended for their simplicity, fine Clegance of | mattress portable. The objection to the usual spring ; 
model and finish, eats ed Gasubilieg of the work is its being so heavy and cumbersome, Baby Linen sets of varied qualitios, 
formed. They have been in use sufficiently long to te ey SY) separate parta, Mrs, W. G. TAYLOR, 53, Baker-street. 
SS pete cater mis ieee Sepa os oc | Soe eet wf eek eee | ae 
tn the wechehen Tamphiets bour moth, to which the mattress is very liable; the RRBIAGE OUTFITS. 
Fee wide by 8 be ne of ae nse i Ree M White Dressinpgewass es 

R FAMILY ARMS or CREST send Name Shin ew oa! ~ ee ee Real Bal! Hosiery. 

oi SrvetatesSUenanie, We he See aoes ‘6m wit 62% tn og . OS HH MW GTA 83, Bakar-street. 

Pedigrees traced, giving the grant of to whom 5 f% 6 in. Po Te — -. 3100 ADIES RIDING TROUSER 
eye es s Horta, we The Sommicr Mastiqus 3 Sommer astern Cham Lenther, with Black Feet. Hh 3 to uae 
%, reat (corner of 1h. Martin’s-lane), W.. ‘The prope: Fons ment free Pym 00 i - ff = W.G. TAYLOR, 53, Brker-street. — 
re RMS Engraved according a ay pee ee ADIES’ RIDING 

art ot Randa. Grote Balt se Rin, TE on a HUBB'S LOCKS, with all the recent L 5 A med ae tee, 

@s.; Book with Arms, 10s. ; Solid Signet Ring Seqeevenente, Safes, Cash and Deed Boxes. rat 14 guinea, 
e-caret, Hall with Crest, (2s. ; very massive, for | Complete of sions tind prices sont fres on application Chub and W G. TAYLOR, 53, Baker-street, 

aE CULLETON, ogres Wy Agpsiniment, tah = = 
%, (corner of St. Martin’s-lane). ; 0 YOU WISH YOUR BOYS WELL 

. panectetnibncatanerceestnineenedn LLSOPP’S PALE ALE, in bottles, DRESSED? Take them to NICHOLSON’S, 51 and 52, St 
TAMP YOUR OWN PAPER with te had im the nent MC Meme HARKINGTON PARKER’ | ditto in Bind Velvet from Ons Guinea, ‘Usetor sant ara sen! 
SING” PRIMA Price tee. large. elec, Sta Livery t ~ Chgrevings of ew drs fr ry $17 t-& 

ra a 3, E A—DR. HASSALL’S (“The Chief ee rane ween be wen ete 


Ware CARDS.—Best quality, 50 cards 
each En. 





Matton Nie ll ‘mp, iO oa re Visiting 

2% Gecklannonedt locust ol Martin's lane), wo. P 

ABK YOUR LINEN with CULLETON’S 
TENT VER No ; 

Initial Plate, is. ; Name Ga Set of Movable 





jane). WA. 


Urs RB GILT DRAWING-ROOM CLOCES, 
ie A eae OE ee PO oe 
gratis and post-free on application. 


eee ter and BAKER, Chronometer 
Makers 








to the Makers to the Queen. Pocket 
inde sen, ween See 
Address, 31, Gracechurch-street, City. 1800, 





| Dey . CHRONOMETERS, WATCHES, 
and — ¥. DENT, 33, Py 


ORDLBY and ©O GOLDSMITHS, 





ees ees Cen al Sa aS 

“ATOHES—A. B, SAVORY and SONS, 

Ay begs ey 
dial seonds .. 441 

cee eet oes $$3 
poise ao, 


AIR JEWELLERY.—ARTIST IN 
SOWEREE top to apm Sahn nt S“a=2 that he 


AIR JEWELLERY.—HOOPER (late 
ies lB RS rr 























Re THe c oO Cc oO A 
FRYS’ HOMG@OPATHIO COCOA. 
ice 16,62. pat Ib : 








belongs Corn Flour, but some are be adulterated 
and bariey-flour. See “On Food,” read 

Fore the Sciey of and reported in the Journal Bob t, 

trade mark of eng cust hall boun Uned Upon ong ehmiior axthan, 





WHEN ASK 
LENFIELD PATENT STAROH, 


a 





HIRTS.—Morning and Evening SHIRTS of 
ease, at moderate 


Chri and WATHRA, oe, agent strest, aw. 


ONNETS.—MARKS and 


a newest 5 
61, Regent-street (four doors from Swan cers) sis 


ARIS KID GLOVES i 
Dnlthe Son Behe ots ee eed Duty Fenn. 








CIANGSTERS’ SUNSHADES, UMBRELLAS, 
S Bs SUNSEADRS, UMBRELLAS 


Fie scree RE 











ROWLANDS' KALYDOR 
to the 





di 


By 7 4. Also 
Breidenbach’s Forg: t-me-Not, Jockey Zouave 
Bouquet. Breidenbach's Wort Vices Posen oll Crensions aod 


Bae COLLAS CLEANS GLOVES, &c, 
and 
it 
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THE ILLUSTRATED LONDON NEWS 





(June 22, 1861 








*,* The charge for the insertion of Births, Marriages, and 
ive Shi 


Deaths is iRings for each announcement. 
BIRTHS, 
On the 5th of a at Singapore, in the East Indies, 
the wife of John 8S. Atchison, Esq., of a son 
On the 12th » at Beeston Hall, Norfolk, Lady 


On the 14th inst, at 39, Princes-gate, the Lady Ulrica 


at Canterbury Villas, the wife of J. 

, of a dau 

, at Holywell, f 1 — gy in the county of Dublin, 

the wife of George Meyler, Haq., late Captain 65th Regi- 
a 

™On the Souh at AS ee at Montevideo, the wife of James 

Fair, Esq., 0! e, 


On the 1 Sth inst., at 5, South-street, Grosvenor-square, 
the wife of Francis G. M. Boilean, Esq., of a son. 
MARRIAGES, 


ednesday, 5th of June, at St. = Ay Church, 
had a4 Vv ble A: esurier, 


f 
o 





bram, Esq., of M. 
Tem to Ann, 
fe ’ e ‘ord-row. 
inst., at St. George’s, Hanover-square, by 
the "Archbishop of York, by the Rev. John 


Elizabeth 

Hon. Sir John Duncan Bligh, K.C.B. 

at the 18th inst., at St. Nicholas Church, Brighten, by 

en, Archdeacon of Lewes, Rev. E. K. 

Kendall, M.A., the Rev. J. D’Arcy Cayley, BA. TGurate of 

Cowfold, to Magdalene, eldest daughter ‘of the late 
Jno. 8. Cartwrig t, Esq., of Canada. 

DEATHS. 
On the 7th inst., at Finchley, William Pell Rew, Esq., 


. Bermuda, on the 15th of May, a, 
T.A ., Surgeon 39th Regt., aged 
oe the 3rd of April, at Adelaide, South po ng 


fon ‘the 9th inst., at Epping, Marian Holtaway, third 
daughter of the late J, H. Holtaway, Esq., of Chancery- 


Aitken, Victoria. 








T. JAMES'’S HALL.—Mr. JOHN FRANCIS 





BARNETTS GRAND ORCHESTRAL CONCERT. Orchestra 
and Chorus 150 Performers. EVENING, Juse 23 
Mame. Weiss, and Mime 
Baxter ; Mr. Weiss and Sims Reeves. Pianoforte, Mr. 

Prancis Barnett. Violin, M. Ole Bull. Siar 

be performed. Mr. Sims Reeves will f 

dare” Mr. J. FP. Barnett will 

€ minor). Wylde 

PB he 27, MDME, NITA NORRIE’S 
MA E Histinguished y 





MUSICAL, 
BEETHOVEN ROOMS, 76, Hartley-street, Csvendish-square. 
ME. OURY’S MATINEE MUSICALE, 





bd ay gg ip %— 16, G R-STREET, 

W. Tickets, tis, » ay and Collard’s, 16, 
on , 2 and Regent-street ; 

Olivier, Mitchell, Chappell. Bond-street ; and and Parry, 








ecm exe ASSURANCE COM PANY, 
(Established | 
Seceumal by Act Act of Pa Pestinnent. 


HEAD OFFICES : 
Aberdeen—3, King-street Edinburgh—20, St. Andrew's-sq. 
Dundee— 16, St. Andrew's place ad Glasgow—19, St. Vincent-place. 

Twenty-fifth of this Company was held on 


on Apooal Mi the le ding f ti f the 
tan’ ollow are ie) eatures 0 
ino ee eas by the De to the Pr and Policy- 





the ycar amounted to ee +» £143,207 18 3 
. . 21,772 4 0 
_—_——— (£191,485 4 





Being an POTTS 2 tar oety £21,011 2 
Losses including all outstanding cl £811 4 4 


4 ty credit of -pemieg wens etter after payment of 
Dividend aad Bonus - £47,131 711 


LIFE DEPARTMENT. 
1. AssuRANcE Brawcu. 
During the youn 5 the number of Policies issued in this 
assuring the sam of |, 385, 
and yielding I in qumaal pount premiums the sum of 


The Revenue of tha Boensh Serthayers 
from Premiums was .. 


£9495 13 2 











Less paid away for Re-assurances 7.58413 
—a 
Nett Premioms co 6CeeC ee RUE FP 
From Interest on Accumulations oo « co maem.e 
Total Nett Revenue - £31,228 14 8 
The claims by death were 63 in number, amount 
inclusive of Bonus » and og 2: 
outstanding claims,to .. o ry o. «+ £29,279 12 10 


2. AywvitY Braycu. 
Amount received daring. the yer on aaee of 24 
New Annuities granted ~ es 


Total annual eueunt pares J sagen of - cur- 
rent Annuities - 78 14 2 


a — A te om of the Non-Participation 
ad Participation Fi Fand *. 
Annuity Branch . 


£7,743 14 
—_——_—. 


692 11 10 
” ” 366,503 nT ; 


. 737998 311 311 


arnt; on Slst of deeny. 


Stan 


+ £554,998 15 1 











NEW BOOKS, 


66, Brook-stree+, Hanover-square, W. 


yy neces § SAUNDERS, OTLEY, and CO,’S 
W WORKS NOW READY. 


NEW TALE OF REAL LIFE BY THE AUTHOR OF 
eo rt MAY.” 


THE “THIRD “EDITION OF ORISPIN KEN. 
by permission to Sir Edward Bulwer Lytton, 

mt. 1 hppa seagate c RaRrenIgeRN 

CRISPIN KEN AND THE ‘“‘ EVANGELICAL PARTY: "—It is 

state that this New Story by the Author of “ Miriam 

that most of the characters it presents 


more 
increasing efforts of most of the organs of the Low 


: 
Piece 
i 
3 
4 


are 
fequence 
Church Party to injure the book, to discredit its facts as 

Soma, oud to sapeecent its as caricatures. — 


J 
characters 
bad Ken” has been indebted almost wholly 

lied by the actual lives of members of the E vi 
Tt the does hold up a spectacle of ieal life that is not 
i 1 the sp Je is only a reflection of what is really 
going on. 

THE VOYAGE OF ‘THE NOVARA ROUND THE 
WORLD. The Circumna’ of the Globe Austrian 
Frigate Novara English ition, contain: 
a bol With 

by special permissicn, to Sir Roderick Murchiso: 


ranges AMERICAN CHURCH AND THE AMERICAN 
— HENRY CaswALL, BD. ci Trinity 








Mental, Physical, at Verbal. By 
Fis Hara Lincoln’s Ion. 10s. 6d 
RAV BANI D ADVENTURES OF DR. WOLFF, 
iano tt A MIMEORARE. New Eilition, revised throughout 


a. 
AN AD SWER TO DR. TEMPLE’S yay « “a4 “a 
EDUCATION OF ou a WOaLD.” By the Rev. 


E TABLETTE, BOOKE OF cilia MARY 
rey owne Sister to the ane Dudli 
& faithfulle Historie of the Troubles 
did com to them and their kinsfolke. Writ the yeare of oure 
Two —z pay Fy 5 ) printed in 
shealy = wong AA reprinted in ra = 
manor! 
Peavsaniie SORT," na 


See, See 6d, 


to the 
AND C7 SACRED PIECES, By the 
Rev. B.@ 


ex. 
A C WOMAN'S WANDERINGS IN THE yarees 
WORLD. Sir Fiteroy Kelly, MP., from his Daughter. 


10s, 64. ‘ihestente bs 
REMINISCENCES OF A LAWYER. 
ee 


10s, 6d. 
ERS OF PUBLIC OPINION IN TRELARD, 


“THE HISTORY oe = CONSERVATIVE P PARTY 
from the ae SIR ROBEZRI PEE! the Present 


EDMONDALE. A Fami 
— CATCHES AN 


2is. 
“THE NEW SPRAKER. 
LOVING AND BRING BELOVED. By the Authoress 
Ad Ls 
UMMANDMENTS. By the Rey. J. 
COURT LIFE AT NAPLES. Two vols. 2s. 


On June 15, price 2s., ornamental cover, 
O*™Y A WOMAN. A Novel, By Captain 
LASCELLAS LL. 
London : WARD and Lock, 158, Fleet-street. 

This day, complete in | vol, price 2s., ornamental boards, 

HE TRAPPER’S DAUGHTER. 
at interest any of its author's 
and Adventure. 
WARp and Lock, 158, Fleet-street. 


Just out, in appropriate bindings, price ls. each, 
ANDY BOOK OF GARDENING, AD 
MONTHLY VALENDAR OF Neh eg al Ap 
Lostructions in the Cultivation of Flower, and 


chen 
qrocke ROOK OF WILD FLOWERS, Gene) Sa 
Seether: Shee Tew to Deere San—enk Gat Med 


season, 


108. 
GREAT MATCHES. A 











Woon” {Mustreted with samy Laausifel Bpectuane 
‘Ses Thos Tee above constitute Won Sand of the" “ Indispense sie Handy 


ep Wan ana LOCK, 158, Flest-strest, 


























ANNIE ELLIOTTS EVENING wos | 15%] Tisai fasifstis $3 Ast 
Iss NID }1 5 
141 )/15 0/193 118 113 91/31 4 8 WW 4 
COBCERT, ot the RABOVER-CQUARE BOOMS =] 19s) 1 5 0/1 710/19 9) 11000) Bilt | 7O 7 & 
AY NEXT. Juno 28, at Halt- ocalists : Meadames ial |. 176 1711/1 9 9/ 151510 6810 0 
Bae, Bee Eee, ee Oe es ; Messrs, Charles 1856 | b 176'/170| 861l 675 
Braham, John Morgan, Garcia. ales Instramentaliets : 1861 | ‘ - 1176117 6 612 2 
Fianotcrte. Miss Annie Euictt 3M Conduct 
Francesco Berger. Reserved TR (An extract from the upon the in will 
to be bad at Mr. KR. Ollivier’s, No. 19, Old Bond-street ; and of Miss be sent to ev " holder entitled to gy be 
Annie Elliett, 16, Portland-terrac cate of the cmennt 6 the ach! Pe hie pallsy} 
LONDON BOARD OF DI RS. 
HE DERBY GRAMMAR-SCHOOL.—Head | ¢cus:ewax—wiLLIAM MILLER, MP, (James Miller and 
Master, Rev. T. H. Lindsay Scary, M.A. and BOL., Oxon. Sons, a oe William Miller and . Petersbu 
‘The SCHOOL will REOPEN AUGUST 5. 4 -y- for the |, Esq. (G. and A. A: Anderson). 
the Universities fto which it has vainable Charles Ball Boy. 0 Thomegn, f Bonar, and Co.) 
ont oe a the last’ year its pupils a items a Go) 
ve gained a scholarship hibition in Cambridge, a first-class ( nlay, an 
in London University, the eves pia with first-class at Sir Charles R. M* , Bart. (C. BR. aod W a 
bet ay Mid. Class Oxford Examinatioa, and also a scorcian iliam Wi aca Spowers) 


the Mayor's prise in the previous year. Terms, &c., on 
to the Master. 





IAMILY TICKETS to HASTINGS and ST. 








ARTNERSHIP, OR OTHERWISE.— The 
HALF SHARE in a VALUABLE PATENTED INVENTION 
1 to assist the advertiser in 


be immed: 
required about é'tow Apply to *Chemiense P 
Esq. Solicitor, 4, Southampton-buildings, tot 





guanrs WRITING INSTITUTION, 978, 
street). from Ten till Nine daily.” Persona of all 
agen received , and tong of eng Gus their own 
esnvenience, om Rint oe Ped lL o extras, 
catesh Bor pontpetunms, terme, Ba, eogly to Mis: tenart. as chore. 

















Westgarth, (Wextgarth, Ross, 
Mepicat Orricee—Dr. J 8, Finsbary-squ ire. 
BAvkrns—The Union Bank of Londox, iar 
SOLW 1 TORS—Messrs, Johnston, Farquhar, and Leesh. 
SecrEeTARY—A. P. Fletcher. 
Vick-SecreTakY— Edward Fuchs, 
London, June 17, 1861. 





HE NATIONAL COMPANY for BOAT- 


by MACHINERY ( To be 
the Joint-Stock Com Liability 
to amount of Su ion. £200,000, in 20,000 Shares of £ 
With power to increase. 1 


TRUSTEES. 
late M.P. for South Lancashire. 
— Dillon, and Co.), Fore-street, 


RECTORS, 
ans H. Sykes, FR, M.P. (Chairman of the Hon. the East India 


Arthur, Esq,, Somerset -street, Potmen-cune. 

Messrs. Jackson and Graham, -street), 

2 M.P., Grosvenor-street, Chairman of the 
Company, and Director of the National 


Captain .¢ G, Tinker (Messrs. Grinnell, Tinker, and Morgan (Fen- 
church-street. 

Vice-Admiral Waleott, M.P., Eccleston-square. 

Cate Waetem, Esq. ( (Messrs. Whetham and Sons), Gracechurch- 
® 


Universal Marine 


General Manager—Captain John Vine Mall. 
Auditors— P. . pom Saee Esq., Secreta” of the Society of Arts 


and Co., 69, Lombard-strest, 


“Yondon, BC, 
Sharebrokers < Messrs. Samuel R. R. Healey, Liverpool. 


Miller, Eas 72, Princes-street, Edinburgh, 


This 
working the patents secured in country Mr, Nathan 
5 ee, 6 See re, ee aa 
pf roct chauple and effective dhagaster for te 
pa Cee FH | a5 
Sirs ery being prepared with the greatest accuracy and 


] 
78 


qu ANTITY, QUALITY, AND CHEAPNESS, 

0. 1, July 1, Price 64. every Month, 

HE SIX PENNY MAGAZIN 
Tustrated. 


a ta 
it compels cheapness ; and it enables the combination of quality 
with quantity. Hence, the New 

« —, will be the cheapest Monthly Periodica 


}—~ Fi. - its half. nso hile in 


its, to 
of tone, vigour of ion, andl general 
Slapenry Magazine" wlit be the very best he ne of 
oO. ready . 

London» WARD and Lock, 158, Fleet-street. 





On July 1, price hy mi ii “ ae see bind 
yi. .. Vor. I1., pp. 576, ing-¢.se |, 
price Is. each, 


PPEMILE BAR. A London Magazine for 
Town and oa p> Sent George Au rustus 
Sala.—London : : Office, a, lot aes. 


In Monthly Volumes, feap Svo, ornamental boards, or in cloth gilt, 
HE FIRST-CLASS LIBRARY; 
a Collection of Works in every department 

of Thgratare; cach volume in iteelf. Now read 

I. THE FINEST GIRL IN BLOOMSBURY. 

Il, AFTER OFFICE HOURS. By EDMUND YATES. 

Ill. CRIMINAL CELEB L. WRAXALL. 








IV. TWICE ROUND THE 5 AS A. SALA. 
Vv. MAIDS OF HONOUR. By W. LK ESTONE 
WILLIAMS. (Ready July 1, 
London : (for Proprietors) Kew? and Co., pee ne Be 
On July }, handsomely y bound in scarlet cloth, gilt, back 
. iMustrated with ‘ee 
Browne (Phis), price Ss 64. Vol. L of the v 


T JAMES’S MAGAZINE, 
Conducted by Mrs, S.C. HALL. 
London : W. Kent and Co., Paternoster- 
18mo, cloth, price Is, 6d. ; post-free for 20 stamps. 
Loe: What to See, and How to See It, 


With and 80 
HG. Guanns and Co, 298 Secunda, WO, 


CHARLES MACKAY’S NEW MAGAZINE, EVERY WEEK, 
TWOPENCE, No.1, on Saturday, July 6, 1961. 
OBIN GOODFELLOW. 
A Weekly Journal of Fact and Fiction, 
CHARLES MACKAY, LL.D. 
Office, 122, Fleet-street, London, B.C. 
~~ BDITED BY Iw. FARNSWORTH, PRGS. 
Monthly Parts, ls, cach. Parts I. to IX, ready, 
THE WORLD. 
of Voyages, Travels, and Adveatures 














a Ones, 138, Pliet-street, London. 
HREE HUNDRED BIBLE STORIES, with 


Yang hadaomaly bond rhe eh psd Dlinhed at Tan ea 











F 
5 
: 
: 
a 


: 





i 
] 
Hi 
i 





or ara et binding avery 


50 —— Prayer-books, and Church 
ted lander bathe ore ae 


"Ss NEW samt Sain =eeh BIBLE 
handsome volame, bound in 


ine oso, with © plain, 10 lage Page comer efron, en 
foun register. fine = Fy to be we 





NEW BOOKS, 


‘The new Eaition (0th thousand) of 


R, DU CHAILLUO’S ADVENTURES in 
EQUATORIAL AFRICA is 
Joun Murray, py Lg 





A CAPITAL BOOK FOR THE HOLIDAYS, 


WaNneorx ZALBe, From the Germian. 
J 8 h4 Sp at oe i a 


price 5a.—Saursox Low, = and Co., 





Price Five bound as a Gift-book, 
HOME INFLUENCE : a Tale for Mothers 
@nocusaibon ant Sune 





Tie CORNHILL MAGAZIN N 8. 
pine One Shilling, wi two Hitt on Thureday, the 37 


The Adventures of Ph'li Ay 
iivatration p on his Way Through the World (with an 
Chapter XV.—Samaritans, 
xvie —In which Philip shows his Mettle, 


The of —IL 
Fee Lott 





No. 14. Small-Beer Chronicle. 
TH, ELDER, and Co., 65, Cornhill. 





HE BOY'S OWN Bagg if —A Series of 


book of th wesies, WILD. SFO sronts OF THE Ww RED ; AMES 

e 

GREENW' Parts I. and Il. now ready, 44. each (post 

free for 1s), contain Ley printed, devoted to the 

t he wun * magnificent Son Sons 

Vv 

Bi. Zweeker, of * Tha Old and Elephant" and"? Liestonast 

Bose and * two Maps habitats of 

—_ xy Asia oe ae Part IIL. y MHL 
ie con! concluded), Puma, 

bw with Portrait of M. Da 


ineluding 
— London; a. 80. Beeron si, Strand Wc. 


Just out, 1s , post-free, 13 stamps, 
HE ERRORS OF HOMEOPATHY. 
By Dr. C. J. BARR MEDO' 
London : ty ay 
eb NAME IS CONTENT!” New § Song. 
wh gre at success KA the Cuaom, 2 Mr. Ww. 
WEISS. 2s. oa bye aye a continual feast. 
RANsrorD and Sox , 2, en le 


USICAL BOX DEPOTS, 32, Ludgate-strect, 
—NICOLE'S 


and 
£1 Snuffboxes from 18s. to 40s. tens 
= per a _ Cuilente 


a be 8 celebrated PIANOFORTES, in in 
Cases, being sold 























ive 
had terms of H. Tolki 
barra may by don ey purchase. ens 


OLLARD and COLLARD’S NEW WEST- 
END ESTABLISHMENT, 16, 
are to be oteant, PLANOFORTSS 














my A my hg 


UTLER'S } MOBICAL INSTRUMENTS are 


not F yg 


Landon, Price lists, wah a an =e 
CIRNTIFIO PRESENTS Collections 


mr, anaes had at 
te th tole cach. of J. TENNANT. 10, Serand, London. 


n, | eS aon S OF CROQUET, a 21s. ; 
3 emparten dite, de. | Lawn Fagor £' 

the rew Game of Blue, 

ity a g. Sinkean 597, Oxhurd-aureet, Bi Beomebury, 











Aunt 
} 64. 





EYZOR and BENDON’S TWO-GUINEA 


on receipt of Post Office The of this 
irstroment renders to answer the c™m' i pe | 
~ = and ~ here jt Will define objects Gistinctly ot ten 
; theatre, racecour:e, 
tourists, and Observations.’ Only to be oteained of 
K and to Harris and , Opticians, 50, 
High Holborn, WC. price-list of optical and mathe. 
ressipt of two 





r[PHOSE exquisite PORTRAITS of the ROYAL 
FAMILY and the EARL of DERBY now being published 
are the results 3 








and MBURROW. Great Malvern. 
PERA, RACE, FIELD, and gene ¢ out-door 


and » 
6 we’ hi 





ve been tested at School of . 

and a testimonial received stating it is the only fear ches eas 
rj sot The of these glasses 

are equally useful Prices from %0s., 

in sling, carriage-free. The most Telescopes, inches 
long, by which o may be seen and known at 3) miles, 
=. ject at OI gat TY 
are oats come All the can be of larger and all 
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Corn’ d 0O., SILKMERCER . Pe ee ORD’S LONDON RIDING - H 
pm yeti ho tee map 18, Cornhill, eras reat cris et FRE MOIRE ANTIQUES, all pore Silk, F viene oT aT aGeEe, 
yo ey! more y to the display of fine a Ladies’ Ridi a Leath 
Ever plate partment in the gallery of the be sand comet he of thet a etree oi BONS ‘Thomas F.rd, 4, Oxford-strect, W. (two doots from Newma-stzeat) 
every requisite sideboard. 
ficent showrooms and beautiful of 
Py i oa NEWT PRE FOULARD SILKS | ORD war Ow te Cima ie reer 
pay Fame the divplay of drawing and dning room clocks of PRING SILK 8.—Patterns Post«free the Full Dress of 1 parts, wide width, Cloth, #16, ; and super Vale at ta beautify sinbrokdered 
may, be ad on apilcaonSarl and Bons 17 aod’ Ta, Cori gies ta tenes. 
174, 62. the Full Drers of 12 yards, wide width i 
OLD BRACELETS—A rich and elegant eo Piaia Gros de Sapien, genes sere hie Ri pln 
Stock of Solid Gold Bracelets, 45s to 25 guiness ouch. FR&D2. Cates Pies, oa St es Giacse, light textures, braided and ornamented with Steel. Price One Guinea, 
WLEY, 148, Begent-street (four doors below Beak-s:rect Mille Stripes, Pe LX rT. Rest, 2, Ouieubiteah Lenton Dawtann totes Sieen-cteetd 
£1 7s. 6d. beg . 
00c —A ch I Plain 
( ‘metre 10 ae ~A ai ra = tel ot me & Setes, meinen. ae Frorn's ZOUAVE JACKETS, in in | Lyons 
HAWLEY: Goldssstth. 118, Regeat-strest. — #1 i7e.6 mo. i, en a aa ded for Dinner or i 
£11%,6d. PETER ROBINSON. Oxford-street, ; 
LACK’S SILVER ELECTRO-PLATE is a Jasper Poult de Soies, 
Soins we nae, See oy E ora ht May SUMMER DABS SSS: | Fy tain stmt etre a oC 
aa » 15a, ‘8. Silk 
ay. Cleon Ivory Tulle Knives, fall Per eeeey '\* “spend mg ee Tieications and diecettons fer oalf-Coonemreenest post-tren, 
Aa. fad size, Balance Handles. Moire Ani ROBINSON'S, 108 to 108, 
TablePorks .. 1" 10 Otol 180) First Quality, = “4 £3 3s. ORD'S HALF-GUINEA CLOTH JACEBTS, 
Table Spoons 1 100',1 180 Key TT ber =—— Sy Just received, an endless Variety of ered ene fo sagen, 
Tee Spoams ¢ 0% pies sete HY Address to KING and O0., 43, Regent-street, London. RENCH ORGANDIE | MUSLINS, Ford's jad Pace Jacket prea variety. 
ealogus’ gratis of pet tre pail on Ioan Ales some roraholon simple, Paterna for Young Ladion ronrs COLLEEN BAWN or CONNEMARA 
LACK SILKS.—PATTERNS POST-FREE oe tan Ane ~ ae 
RAWING-ROOM Mantles are prepared in various materials. Waterproof Cloth, 318.5 
WELVE- GUINEA, DRAWING.ROOX es to all parts of the world.  ORIE i EW ENGLISH PRINTED MUSLINS, |? Plain Cachmere lta te 2is. ee 64.; Glacé Silks, 3 to 
Sec aricien Sisorer Snook Meee => ciate Aga centecere Ge seek? = tani 
- - ” to . 
MAPLE and CO.’s NEW ILLUSTRATED | Bukguntee ec Cg Resi erigs omod rh hake on Spa Jo 
e CATALOGUE, containing the prices of oe Se Widows’ Silks oe « 88 8 FOR LADIES’ MORNING WEAR. atthe clos of ty Pare Santon at ghe-bal tho, 
a for nly, foenishing « house of aay clams post-free. | Black Fompadour Slike :. = :. 218 8 4 PFRexce BRILLANTS, PIQUES, fiom eo w eelling remarkably cheap. © Magnifioeat French 
fn the workd. ne ee eGo Tek Les, feteenhaheoar-r0 = ‘Address to and CO., 243, Ragent-street, London, name ——_ f 5 
EDSTEADS in Wood, Iron, and Brass, THE NEWRT aes. RD'S SPANISH LACE SHAWLS. 
fitted with Furniture and Bedding complete. The largest patterns and large i 
-— a A ' PRING DBESSES. — Patterns Post-free R EADYMADE  DBESSES, | sletiromataguines cach, 
J. MAPLE and OO., 145, 146, Tottenham-court-road. all parts of the World, odeaibtitiend Always upwards of 200 in stock, street, London. 
ORNITURS, Secondhand, equal to il to New, @ a Satta oo « B88 ” Barige Anglais seven Sgunoan, Gad with tlk, and botice, 1 gninea ORD’S ED'S WATE RPROOF MANTLES 
einut) ad Covered inrich alk equine for «Drawing roa New Brecht G ee is : 4 PETER ROBINSON, 103 to 108, Oxford-street. pM hy pt Patterns free. 
= TGREEN nk 00'S Upholsterers ber, 34, ness. To be Address to KING Lee U MME of. 20 aay nck, LES. ORD’S EMBROIDERED CASHMERE 
(five ) oa. pants of 30,000 aly I SHAWLS at 21s, Richly Embroidered Grenadine Shawls, at 
pacers hich may be kept) free. 
AK ELIZABETHAN DINING-ROOM ANTLES.— DESIGNS POST-FREE to PETER ROBINSON'S. 105 to 10%, Oxtord-ctrect, S) NEW PARIS NEOKTI 
FURNITURE, conisting ofan tor sdcoar, with, o an he New oR af We ne QPANISH LACE SHAWLS, ee eS ee ete ee 
3a ; 
Seem te as| Suornive |S" mittie, | 
S, (five — . . 
Anavjee Oak Parsing tum the Disiog-osm sad Library ot a THE NEWEST NEW LACE MANTLES. Quality and Style are the txt 
G HAWLS—DESIGNS POST-FREE, HS, White and in Black, of the. war ey wag to AMOTE BMOT we 
| BIIQUE FUBNITORE for a Dining room, reas © «= Ae gon the agent Noveltic of chia sannon. , Good Black Silks, 
wicke xning ofp node vibe diinecweeen. wot | Beaiecthnee Subratin baw T2818 8 USLIN JACKETS, nachos Cis 
tat alargeeatending dining tabla © = 34+ — Address to KING and 00., 243, London, M The Zouave and other new shapes, richly trimmed with Noire Imperiale. the new Suade of Black, 
Fy ey its value. May be seen at Belgrave House, T= ; Sendlasbedy Checked Striped Silks in great variety, 
some very costly Drawing-room Furniture equally cheap ILK POPLINETTES—PATTERNS PETER ROBINSON, 108 to 108, Oxtord-etroct. Foxe and Washing Sh, 
E, CARPETS, and BEDDING.— on the Pull Dress Rich Jasper Bar and Silks, 
ee oe Glahorataly Lustrated with nearly 380 fn- and Poplinettes +. O17 a a oe ae a 2 eS, £1 15s, 64. 
¢ every article and estimates for com- |  Broché Silk 118 prceent Style, for Latics’ Drewes, Frenca Silks, in floral and other designs, 
faeie anaes sac of cnufatare xia tnd Address te KING and 00. “213, Regent-street, London, SM pandas or Oo etn, in Sk Veins Vie Superior G * ‘ks in any eoloar, 
. THE NEWEST PETER ROBINSONS, 103 to 168, Oxford-street. Fancy Silks in great variety, 
RNISH YOUR HOUSE WITH THE UMMER DRESSES.—Patterns Post-free Rich Black Hcire Antiques, 
pasa toe “Freed oct JF SstiG "Uist, maybe. a ~ a — 8 9 the Pull Dress P ATTERNS POST-FREE,. Moire Antiqust fn alt te Dew eolourg 
fhe leading LX — kf BTL, += bi Mosling a e- $9 > Pecan SSRIS eT ees Ton efor street ; and The hale ofthe above'goods are grvuing and new. 
pF Ae the Gatley, Kivctro-pia' ca Fiouneed and Double Skirt Masling” °. 7 éto%e ™ : ee Repeat & copied oe ae 
Brake, de" Ses oy ate tT! CHEAPEST HOUSE FOR, SILKS "Warehouse i nom snes is evens alteration abetted «, 
London is SOWERBY, TATTON, Families will effect forwarding 
E BEST SHOW OF IRON BEDSTRADS | dts Cxorsanet. Fwomsjowttne “Tout orders fo ois Batah amen Mater fr 3A. on MONDAY NEXT and eeaqent tags co. 
Bo ee ROM fo WILLIAM 8 BUSTONS mebeFOUR | PINE ORIGINAL SPANISH DEPOT mba St the mow Teascabls Prise, eee 5 Aa 
BROOMS devotad to the exclusive show of Iron ad rane f Naren — pind she wear of every eruice Sauatanteah | 6,000 yards Fancy ie (ow ), Is. 11}, 2. Cha. and 
nteTantvihtireat Kiseant ics saben | SAME ARN at, Meche er | wipes am gets pet at err Te | OTE Rr art Te 
and from lta, 64. cach | bandoume Or and Brass | mere and Grenadine Shawls, or without Lace. ‘The Troussean County Doaumnaltine te cup eument on mn chectest tien Upwards of 670 pleow of Rich Black Glacé and 
great £2 tSa. 6d. to £90, Room is replete with every novelty, at the most moderate prices of Petes Family and General on sale at a deh, and Su 11d per yar 
MONGERY CATALOGUE may Dera frais ta fre | ee het Cendern, _ Semeieg RS ee at Laat. Address BEBCA and BERRALL, The Beshive, 
contains upwards of 500 Lilustrations illimited of Ster- 35, South Audley-street. London. and 64, Bigwune- road, London, W. 
Genin: Dich Covers, Hotwater Dishes, Stoves, Fenders, ‘Marble HE NEW BLACK GLACE SILKS, 
Stetgeen kein ters tami ets ties | ARRIVAL OF | FRENOM MUSLINS. | Seren nommmal R OMeMe ttn tatters et | PAPER, COLLARS, (any pattern), 62. per 
nd Bram Vlg ete, eho and Gaon Voriears oxy | fas, gZY,00y Guten” W'ateintnn’ et eduaring hse | imported rom Lyne lage Seok offers na and built | GRANGE Fuse Srajery nod Chap, farloery Su! Sy High 
Oxford-street, W.; 1, 14,2, 3, and 4 Nowtan-cbrest ; 43 onde, Gite & ver Sa & rare loveliness, < cheap. ‘ —_ 
j A and |, Newman-mews, London. THE COMPANY, 16, Oxford-street. og ay Sng Ee areas, wetted Silks, in black, which are so much 





RNAMENTS for the DRAWING-ROOM, 








ryan NEW BLACK LACE and WHITE 





MUSLIN JACKETS have just arrived are in excellent 
taste, Price 128.94, The Half-guinea Cloth are unequalled. 
THE FREN COMPANY, 16, 
yas NEW PARIS TRAIN OCRINOLINE 
gia ies ait AEST 
= PrkRNcH USLIN COMPANY, '6, Oxford-stroet, 





OVELTIES in READY -M MADE MUSLINS. 
Prettily made in Paris, to expansive, 


pad dp 
THE FRENCH MUSLIN COMPANY, 16, 
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O@rzee FREPABED eo QBN 
for Puddings, @ delicacy and 


posseawed by any of parity aot 
00., 


4, 

(O4LS—QOCKERELL'S COALS, price 24s, 
cash. Central Office, No, 18, Cornhill. 
=the cokes Ase MERIT must 

ede 


One, 
PATENT STARCH. 


pear re 











M 2S 3752 ° MUSLIN S, 
designs, 


Also lot at 2s. 11 az 
THE FRENCH MUSLIN COMPANY, 16, OF 





LINENDRAPERS TO THE QUREN BY APPOINTMENT. 
L4>t3* © WEDDING OUTFITS 
carla a Eve 


post-tres, Deseriptive Liste 

owns se “SETS OF BABY LINEN, 
ne 

cmnencnodSG TS i BE EXEC se ate covoxrm, 


LINENDRAPERS TO THE o EX APSCUNEMENS, 
ABIES’ BASSINETS, 
ready for use, and sent free of carriage, 
and to 
a LY yt 
98. 6?» LADIES’ VERY BEST, 
pa, Conttonan’s Veer Best, FARIS ETD GLOVES. 


Ie, 64, Vi Alpine Kid. Samy — 
RARER ond and CRISP, 221, 
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LEOT PLANTS, free, at the 
Gut Se eee a Te 
og aa Sal 





vu BEST 2s, 64. PARIS KID GLOVES, 


Luss eT 





tl Petterns are forwarded free, . 
Peter Robi ‘archous, 
108 and 104, Oxford-street, London. 


EW MANTLES and BONNETS for 


MOURNING, in it variet; 
ae eee igen ter Gong ond 











At PETER Lng py! veal a an Cy: iF Roaming 
Warehouse, 103 and 104. 


A‘ PETER ROBINSON'S Family and 
General ‘arehouse, 


Mourning W: 





Halt: Grenadines ond Bartges in elegant variet 
New Fabris (n Mia, fa beastie lght —_ 
= meee tech’ atecht Alpteans 
mera Se, the Dros 


PETER ROBINSON 
FAMILY AND GENERAL MOURNING NG WAREHOUSE, 
103 and 104, Ox‘ord-street, London. 
ARTICLES OF TASTE FOR PRESENTATION, 


OWELL, JAMES, and CO, solicit a visit 
their new Salons, which contain an 











He ra 
th 
E* 
if 
Feige 

i 

t 


if 
z 
f 
: 
F 


arree 
ie 
i 








58, 59, 60, 61, and 62, Oxford-street, and 3, 4,5, Wells street, London. 
Mota ecm te 
Out eg or general Poulard Silk snd Droming Gowns 





HE THREE-GUINEA TRAVELLING 
BAG is unrivalled firted with ont bot les, and every 
requisite for = Toilet, for Ladies or Gentlem 
ASSER end SHERWIS, Makers, sl, Strand, W.C., London. 


IMMEL'S PAT PATENT PERFUME 
an oe art for Ng > pies the 
Sree tear tenes in re, Price from 


ADIES NURSING. —Mr,. ELAM i 
[an BLAM pel 





Postetens, abicminal supposten. sumats apeeet t 
ee Sree free.—B. glam, 196, m,paraihe apromm, Re 
ULVERMACHER’ S PATENT GALVANIC 
CHAINBA) 








recommended by medical professi surpass iu efficacy an 
remedy for the of all Bh ny 
Nervous, and Muscular Affec.ions. Repoits, extracted from the 
|, -—A-2 FTE ed in a pamphlet, entitled 
edico-Galvanic System Self. lication * 

mys J. Te tin Pulvermacher and Co. 73, ord-street 
Pa tat Princess’ Theatre). Chainbmnds from Sa. and 


wards, according to the degre of e ectric power 
a SPENCER, So may 


Seps Spumanel of cls 
Rond-street. 








DR. DE JONGH'S 
(Knight of the Order of Leopold of Belgium) 
I IGHT-BROWN COD-LIVER OIL, 
prescribed 


the most eminent Medical Men 
——— mos the safest, 


is incomparably superior to every ater kind, 


Opinion of BR. M. LAWRANCE, By, MD. ERG? 
fee 2 SAF. fe ee ike of and &e. 
Pte tested Dr, oe Jongh's liver OI 


f 
i 


Sold only in ncpeRtat half ate. OA. s platen. 40. 00. | qnarta, Be. 

and labelled with de Jongh’s stamp and signature, 
WITHOUT WHICH NONE CAN POSSIBLY BE GENULNS, by 
Ce 


ANSAR, HARPORD, and OO. xT, STRAND, LONDON, W.c. 
INNBFURD’S PURE FLUID 
GNESTA, 





the Gout, and Indigestion, 
mild (more expectally 
Tndicn and be had from a On 13 
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NEW _MUSIC 
pALBERT'S | GUILLAUME, SELL 


S +h 
DARD, 4s. 
‘CHAPPELL and Co., 50, New Bond- etrest. 





NEW MUSIC, 


50) wa WALTEES by D'ALBERT, Be, Ome’ 
ey -¥y- Ac, = 9 of “ 
CHAPPELL and Co., 0, New Bond-street. 


NEW MUSIv, 


BALLO IN MASCHERA VALSE AND 
A warmers oa Verdi's New Opera, by BURCKHARDT. 


Boosgy and Sons, Holles-street. 








D ALBERT’S IL CORSARO ) QUADRILLES 


on Vents Row ent eet a. Price 3s, ; duct, 
and Co., 50, New Bond-street. 


‘ALBERTS NEW POLEA 2 MAZUREA, 
LES SOUPIRS. Just 
CHaarreLL 











4(). POLKAS, by. D’ALBEET, &c,, in No, 8 
“aes usical Magazine.” Price ls; post-free, ls. 3d. 
ELL and Co., 50, New Bond-street. 


10 2 SETS of _QUADRILLES (com omplete), by 
Price ts ‘yoy No, 7 of “Chappell’s M Magazine.” 








RINLEY RICHARDS’ “BALLO IN 
MASCHERA.” ie eee 








—————— 


NEW MUSIC. 


HARD WAGNER’S TANNHAUSER.— 
and many Pe with an introduction 


Solo, 
Yt 








mbY,,, CUARIBEL—The Old 
Serene: 
thee, 3a, 








HALF Spe N_Musio, and and 


—r3 4 St Fe 


and Crew, 42, AY 





















and Oo., ay a CHAPPELL and Co,, 80, New Bond-street Fantaisie on Verdi's for Pianoforte. By Mame. 
. —-- URY. Uniform with her on * 
‘ALBEBT'S STRADELLA QUADRILLE won ALO? 8, pe AZUBRK AS ; a = 
new Quadrille by popular Composer from OTTISCHES, ke. by ‘ALBERT, &c., in Ni of 
Hee APPELL and OO. Mew Bond-strest, woes "Gaasenst ani Ge, tates bate. SCHER'S 
octurne oe 
[ALBERTS KATHLEEN MAVOURNEEN 5 miuaome ee PIROES by OSBORNE al 
£7_WAUS,, Boutin’ co the torourite song of © Eathiow | funn; pate ee UHE’S “BALLO IN MASCHERA,”— 
trated. « CHAPPELL and Co., 50, New Bond-street. : CHArrEeLe and Co., 50, New Bond-street, 4 Figs Bellon’ Demeets oo Veils sew Come, © Us Ballo in 
[ALBERTS ERIN GO BRAGH Q ae FIRORS ty BRINLEY Boosey and Sons; Holl-strest 
Jey AISDEIEE, A ney Quatetie on the mest tovemritoct | Price free, 1s. 2d — UHE'S SCHUBERT TRAN 
fries. Guarrsis endo. ta New Bood-exes. +) Pes Guate Land Oo, 80, New Bond-street short and effective pieces for eye Ber eg 
¥ ' ~.... | Q) PIANOFORTE PIECES by ASCHER and — 4. The Wanderer. 
ERDI’S UN BALLO IN MASCHERA—just | {) FIANOPORTE, Pree od pnrsna Prices Ave Maria | Seance ot 


_ All the Airs from this favourite Opera arranged 
for the ianoforte, in Two Books, by FRANZ NAVA. Price of each 
Book, 5s. OuAPrsLt and Co., 30, New Bond-strest. 


Ose SBORNE’S BALLO IN MASCHERA. os 
w ready. a Brilliant Fantasia on Airs from Verdi's new 
Opera oy this favourite Com Price 3s. 6d. 
CHAPPELL Co., ‘», New Bond-strest, 


NRANZ NAVA’S 0’ DOLCEZZE PERDUTE, 
from Verdi's “Un Ballo in Maschera.” Transcribed for the 


Pianofurte. Price 3. 
CHAPPELL and Co., 50, New Bond-street. 


RISSAC’ S “UN BALLO IN MASCHERA.” 
Just published, a Fantasia Brilliant on Verdi's New Opera’ 
By Jules Bri-sac. Price 4s. 
CHAPPELL and Co., 50, New Bond-street. 








post-free, 1a, 2d. 
CuArPrEL. end Oo., > 0, New Bond-street, 


9 JUVENILE PIECES for the 
er ye (forming a complete Juvenile Album), in No. 
of “ "'s Musical Price la. ; post~free, 1a, 2d. 
and Co., 50, New 


HAPPELL’S CHEAP WORKS FOR 
VARIOUS INSTRUMENTS. | Price la, 6d. ench, post-fres, 


























UNIO’S UN BALLO IN MASCHERA, A 


Divertimento on Airs from Verdi's new Opera, atrapged as a 





Duet fur the Pianoforte by A. Cunio. Price 4s, 
CHuarre.e and Co., 50, New Bond-street. 
RINLEY RICHARDS’ WANDERER, 


Just published, oot 1 of Schubert's Maetien, 
Pianoforte by this popular ak men Price 3s. 
CHAPPELL and Co., 50, New Bond-street, 





RINLEY BIOHARDS 
ow senty, P a 2 of Schub 


"Guases ELL and Co., 50, New Bond-strest. 


RINLEY RICHARDS’ SERENADE, Just 
published, Fae 3 of Schubert's Melodies, for the 
Pianoforte. Price 
Guareaas. and Co., 50, New Bond-strest, 


RINLEY RICHARDS’ ADIEU. —- Just 
published, No. 4 of Schubert's Melodies Arranged for the 


Pianofurte, Price 3s, 
CHAPPELL and Co., 50, New Bond-street. 


RINLEY RICHARDS’ “GENTLE 
ANNIE,” No. 7 of the “Christy Minstrels’ Songs,’ arranged 
for the Piano by this popular om 5 Price 3a. 

CMAPPELL and Co. New Bond-street. 


AVE =a. 
d for the 











RINLEY RICHARDS’ COMPLETE 
TUTOR for the PIANOFORTE. The best, the newest, and 
of all age instrue- 


cheapest 
—— = exercises, and of the most popular 
py he pages, music size, price 4s, 


Ti Ten eeans tentruncatnn ahead 
CHAPPELL and Co., 50, New Bond-street. 
Mra” OURY’S FAUST, E, just ist published. 


Fantasia tor the Pianofort 
(o.—CHAPFELL | and ©o., 8, New w Bond-sireet 


r[REKELL'S SPARKLING ,DEWDROPS, 


Morceau de Salon for Pianoforte. 
Guarrat and Oo, 90, New Bond-strec 








[REKELL'S L'ANGE GARDIEN.  Pensle 
Poétique pour le Piano. Price 3s. 
CHAPPELL and Co., 50, New Send cooeeh 





UHES®s | S FAUST. Fantaisie de Balon L pour 
From Gounod’s favourite Opera. 
sn and Co., 50, New 


Ko LA JOYEUBE. | Morceaa de £alon, 
CHAPPELL poe 00.50, Hew New Bond-strest, 


K UHE’S MURMUR OF THE ot AVES. 
le Piano. Price 3s. 
Co., 50, en bend owen 








Etude de Salon 
Guar 





QParratus MUSICAL MAGAZINE OF 
SHILLING 














vocaL AND PIANO 
is. 2d. ; or three for 3s. 
No. |. Thirteen Sengs by M. W. Balfe, is, 
Stirocvee-" 
No. 4. Ten Sone by Mouart, with and English Words 
as ayy wi , 
No. 5. Sacred Popular 
No. 6. Twelve Songs by with new and facilitated 

Pino 7. Ten Sets of Gear, by Carin Daler, iva le 
cy 
No. 8. Forty Polkas, DAlbert, J Kenig, &c., 

_ Noe Fifty Valeo by Gnarls D’Albert, Gung, Laser ‘Strauss, 
No. 1d Rie Pianotorte Piaom by Brinley Richard, 1 
ing Gomenae 3 ‘and 3 of pp bh mg - 

i 3. Twelve Poy ar Duet fo and Contralto Voices, ls. 
fe: 1 Ta Somerby Schubert and _ = 
0, 16, Twelve Sacred Dueta, for and Contralto Voices, ls. 
io, 17. Nine Pianoforte Pieces by and Lindahl, is, 
lo, 18 qearesens ty vee Flotow, is. 

‘o. 19, Favourite ** The Messiah,” for the le 
No. 20. Beethoven's Sonatas, edited by Charles Hallé (No. 7), con- 
wit a scmecbeia ts Sei al bere 

Ne 32, Twenty-one Christy sarelnebegtad b 

: . 

No 38. Twenty_-tve Juvenile Pieces tor the Pianotorte, is 
LF ay te hE Linley, &c., &e., ls, 
K Thin Mi &e., 3 &e., is. 
Ro. 27, Fivetesot wn Charles IY Albert, &e., 1s, 

Ne 1p 10 and No. 2 of omianie = 
ie. Ben + oy Arkwright, the Hon. 

Ls 

No. 30, Beethoven's edited by Charles Hallé (No. 4), con- 
eg Ee eens 16 and Sonata ls. 

XB. the Songs have a Accompaniment. 


and Co., 50, New Bond-strest. 


"M_RETURNING TO THEE, ANNIE, 
the celebrated Song oan leaving thee in sorrow, 
inate” By GBORGE BARKER. Price 2s. 
CuAPPELL and Co., 8, New Bond-street. 


‘M LEAVING THEE IN SORROW, ANNIE. 
hay ~ By wig is popular song is now published as & yoo! 


duet. 
CHAPPELL and Co., 50, Hew Bond-ctrest. 
HE SOLDIER’S SHRINE (“ Let us broide 
ho bonnes Se) The Poetry by HORTENSIA ; composed by 
eS and Co., 50, New Bond-strest. 


NAYA's .& GEMS alt re etal the 


by Franz Nava. — ae 
a OuarrE.i and Oo., 50, New Bond-strest, 



































’s 100 Dances (Second Series). 
Chappell’s 100 Operatic Airs, 
"a 100 Popular 
Chappell’s rite Airs “ The Amber Witch.” 
Chappell’s Airs from “ The Rose of Castille.” 
Chappell’s Favourite Airs from “ Trovatore” “ Traviata.” 
Chappell’s Favourite Airs from “ Robin Hood.” 
Chappell’s Favourite Airs from * Lurline” and “ Victorine,” 
Chappell’s 100 a Reels, Jigs, &c. 
Chappell’s 20 Airs, easy Variations. 
Chappell’s 100 Irish Airs. 
Chappell’s 100 Seotch Airs. 
Chappell’s 100 —* Minstrel 
Chappell’s 100 Songs, Anthems, Psalm Tunes, &c. 
FLUTE. 
Chappell’s 100 (principally D’Albert's). 
Cheppell's 100 
‘s 
Chappell’s Favourite Airs **The Amber Witch.” 
Favourite Airs from * The Rose of » 
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UBER’S NEW OPERA, ‘ ‘La tere wee al 
The Overture for Pianoforte, 4s; also all the principal 


by te. i CALLOOET, ASCE: JHE. ‘4 


Appison, HoLuer, Bide wt: 210, Regent-street. 
LA CIRCASSIENNE POLKA (Henrion), 3s, 
La Cireassien: 


ne Valse (Stranas), 4s. 
La Circassienne ‘Strauss), Solo, 4s. ; Duet, 5s. 
a HOLLER, and Lucas, 210, Regent-street. 


mpue BAND PASSES (March Movement), 
posed by FRANCESCO BERGE Price 

3s. Also, by the same popular WILD OATs WALT. 

AppisoN, HoOLLigg, and Lucas, 2i0, Regen Regent-street. 


ERALDINE.—Sims Reeves’s New Song, 
composed by FRANCRSOD BERGER, and sung by Sims 


Beeves with 
London : “ADDISON, r, Hoviise, and Lucas, 210, Regent-street. 
The Octavo 
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OSTA’S ORATORIO, “ ELI.” 
price 8. The 


wg 2. ; 
Pra ‘Also the whole of the Oratorio can secvarately 
the Maun ADDISON, HOLLIBR, ond LUCAS, 210, Regent- 





EW PIANOFORTE MUSIC, 
Trekell's Gari>aldi’s Hymn, 3s. 

Roeckel'« Op. 47, 

Ascher’s “ Re ey, 


Callcott’s (W. H.) La Circassienne, in twe Books, each 5a. 
Apprsox, HOLLIE, and Lucas, st6, Regent-strest, 


‘\HEAPEST “MUSIC REPOSITORY in 
ENGLAND, Musie at one-third of the published price. 


H, D’ALcors, clog ood ste, 
EARS OF ANGUISH, CEASE THY 


FLOWING, by Sees. Censonette, now 
immense sucoess at aS 2. 
. 8, Rathbone-place. 








\ DELIN Eg. PATTI WALT Re. AL WAGHER 
al purtrals stat Mali Adal Patel a 
Dosen end Ross, Malian ctwest, 


LAvBENts BIANCA WALTZES, performed 
and Botanical Gardens by 


yey gh 
of Horse G: encored 
annie wards, and ral on every ccasion Pre ay 


Boosey and Sons, Holles-street. 


RINLEY RICHARDG SKIPPER AND 
HIS BOY. An the Pianoforte of Miss 
8 favourite 
Boosey and Sons, Holles-street. 


ENEDICT’S CHERRY RIPE. New 
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Excitement. 
C DIXEY'S LAND GALOP on the 


Walk Round. Price 3a. ; Septet, 3s. 6d. ; 
and CREW, 43, New Bond-street. 


’S NEW YORK QUADRILLES 
Serenaders’ Melodies. ever com- 


Orchestra, 
Coes 
posed. P or Duet oe ae et, 

and Oxaw. 43, : cm 


“ 'D CHOOSE DAISY 
er Set 
and Crew, 43, New Bond-street. 
OX: a ONE TO LOVE ME. 
where the moonbeams linger.’ 
Ku ee E A DAISY.” 
yes hee Also 
wai Ganw, iene wo —-- 


. gg Bncorel nightly. 
[HE BURLESQUE, a Comic Quadrille, 
wt teria and, otc 


























L. ‘HATTON’S NEW SINGING METHOD 
e FOR LADIES % music size, Price One 
Boossy and'boxs, Holles-ctrect. 





r L. HATTON’S NEW SINGING METHOD 





and FIFES, &c. 
Orchestral 





OOSEYS’ SIXPENNY 
WORKS :—50 Dances for by Uy 


INSTRUMENTAL 
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Dawe: CURE POLKA, by ¥ W, J. 
zs 
only perfect and correct edition.—D/ALCORE, 8, 


pb ey COLLEEN BAWN POLKA. 


and founded on the 
DALcors, 4, 








CHLOESSER'S GUILLAUME TELL. 


Ten by 
Twenty-four Schottisches, Varsovianas, and Hedowas, by 
Twaty Pench maven 9 Ara Man, Pog, ane 
Fees eter ren 
Twesiosateand Symphonies, by George Ladley, la 
sims Reeves Namber, 1s. 
inten: Dalty Masher, ie 

santa; No. ROPE Ala 

jonata, No. 3, mS, (dedicated to Haytn). 

— 44 1 Gminoe ; 

is, No. % WE: 
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ore tne Fantasia, No. 2, Op. 27, Biflat, Ya, 
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UHE’S a Oo’ BUOHAN.”"—A 


say ‘By © _WEISBECKER,—" Traly 
little of pianofurte m 





s.. - orld, 
Musical W tant 1. 
Fries ta. AGmbow™s and PARRY" Hanover-square 
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Dlg? Owe 
for the Pianoforte of this popular Air by J. A. }. — le went and 
Benedict, Author of Miss Goddard's celebrated Fantasias, | Stmirs . , a~ stamps, trom tt 
hear a and SONS, Holles-street. Saree = 
ADAME OURY'S AULD ROBIN GRAY.| Jy xu = sc fala, This pul mottnan 
most pion tty" favourite ite Composer. Publishers, Bane ne 
HE VICISSITUDES OF A COLLEEN H EAVING OF TH LD HOM 
baoRAICE, er Goan! Derr soe, yeaa a. | (Loser Data Aeomade mr, Guo tome es 
Published Price 34." * forms the First cio, ho: Bt Ma ee Poet == 
teed ae be gy AG, by Haney 3. Byton, 
Boosey and’ Sows, Hol — A LL MUSIC AT HALF PRICE.—All full. 


EW MUSIC Post-free at HALF PRICE. 
Editions, “ 


prices. Misaen cing to tate ash Ge? 





IN EVERY DRAWING-ROOM Is 








OPE I8 SHINING Stilt. — sane, 


CLARI 
beauty in words and music.” 3 Is. 
London: OrTsMANN and Oo., 32, 


AVES OF THE OCEAN WALTZ.— 


tree for fre foc TaD crea Aa “aga ates Lent 


USIC HALF-PRICE and Post-free,— 
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